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Thelioct Dio Hydrant> ‘ 


The YQGEL Krost Proof Hydrant is help- 
ing plumbers everywhere to build bigger 
and more profitable business. 


Every garage owner is a prospect who 


would gladly avail himself of the VQGEL 


Hydrant if he knew there was such a F 
hydrant. One that could not possibly 
freeze even in way below zero weather. af 
Why not tell your customers about the } 
VYQGEL Frost Proof Hydrant. Why let ( 


this profitable business go for want of a 
bit of effort on your part. 





Get out around your territory now—sell } 
every man who owns a garage a VQGEL 
Hydrant——-you can do it—let’s go! 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Leading Articles in This Issue 


The Forty-Second Annual Convention of the 
National Association of Master Plumbers, at 
West Baden, Ind. 


The Onlooker Looks On. 


The Past Presidents’ Club. 
The Women’s Auxiliary in National Conven- 
tion. 


The Exhibits at the Convention of the National 
Association of Master Plumbers. 


The Schoolmaster and His Class in Estimating 


for the Plumber. By R. M. Starbuck. 


Special Departments 


Between Ourselves. 

Questions and Answers. 

Among Manufacturers and Wholesalers. 
Supply Market and Metal Reports. 

With Master Plumbers and Heating Contractors. 


Plumbing and Heating Patents. 
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Brass Wheel Handle 





Also made with 
—_ Japanned Wheel Handle 








Combined Brass Wheel 
and Loose Key Handle la 











“FITSALL” 
Hose Clamp 





Strong-Adjustable 


Economical 





One Size “Fitsall” 
Sizes of 
Garden Hose 




















| -—— —— S  S——S——SeEES 


WOOLY E 


Wolverine Compression Sill Cocks 


Correct Waterway---Quick Open- 
ing. 
Made of Red Metal. 


Highly Polished Nickel Plated 


Trimmings. 


Keep Well Supplied with Wol- 
verine High Grade Sill Cocks. 


We Sell the Retail Plumbing Trade Exclusively 


WOLVERINE BRASS WORKS 


G & a oN, P ia’ AP 1 > s acs Aa vy Cc EEG a Ni 
“ia eae “tod ‘3 ae.’ * wwe BRASS WORK ne 
NEw’ 354 4,55 W) $43 aie Nerecoe cle 
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24 Apt. Bldg. of Peter F. 
Reynolds, Chicago, heat- 
ed by two Simplex 
Smokeless Steel Boilers. 
E. J. McDonough Co., 


Chicago, heating con- 
tractor. 
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Burn Even the Soot 


Simplex Boilers rob chimneys of fuel. 
They utilize every unit of heat, burn- 
ing any fuel smokelessly and clean. 
Soot and carbon monoxide, which 











: ( Simplex Boil. bine the advanta 
contain 75> of the heat, are forced to bodh fre cena ge or gatas: oa d 
burn before leaving the firebox. Gases types into one—saving a third on floor 


space. Made of indestructible flange steel, 


> > ’ y > ~ ¢ ad a 2» >4 »* 
entering the stack are cool, their heat iui aaainenmaaad. 


being absorbed in the long passage to 
outlet. 
Simplex obtain 25% to 40% more heat from 
fuel. Designed to carry full rated capacity and 
constructed for continuous, efficient service. 
For full details on Simplex Boilers and Garbage 
Burners write our General Sales Office 


HEGGIE SIMPLEX BOILER COMPANY, JOLIET, ILL. 


GENERAL SALES OFFICE, 19099 CONWAY BLDG., CHICAGO, ILL. 


CLEVELAND, OHIO ney oy OHIO CING INNATTI. oano COLUMBUS, OHIO DETROIT. MICHIGAN DENVER, COLORADO 
JR Furth Heat & Power Eng. Co Charles H. Br Howard R. Allonier James E. Degan Co Thos. R. Stoltenberg 
2026 b.. 22nd St i310 Jackson St 307 First Nat 1 BankBk ig 307 Marland Bidg 244 Larned St., W. 1314 Tremont Place 
OKLAHOMA CITY OKL! \. MILWAUKEE.WIS. MEMPHIS, TENN. ST. LOUIS, MO. CHARLOTTE, BAG NEW YORK CITY,N.Y. MINNEAPOLIS, MINN. 
Federal Steam Spec's. ¢ EE. M. Fancher Hoshall Mach'y. Cx F. Ruoff Cc has M. Set F. W. Hessenmueller Continental Sales Co. 
122 East Main St 137 Oneida St Un.& Plant Sank Bi ig. 1298 Hamilton Ave. 715 Realty Bldg 101 Park Ave. 1120 Met'p'an Life Bidg. 





__SIMPLEX SMOKELESS STEEL HEATING BOILERS | 
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The Pipe Basis for Modern Building 


N taking her place among the great cities of the West, Denver has not over- 
looked the importance both of good architecture and substantial mate- 
rials in her development. Her Federal, State and privately owned buildings 
are beautiful and enduring monuments to exceptional creative genius and 
civic enterprise. Into them have gone the best of plan and study and the 
most dependable of materials. This means a useful and satisfactory service 
that will extend far into the future. A large proportion of her finest build- 
ings are equipped with ““NATIONAL” Pipe. 


The buildings illustrated are taken from Bulletin No. 25—*NATIONAL” 
Pipe in Large Buildings. The new edition of this publication, revised and 
enlarged, will be sent upon request. 


NATIONAL TUBE COMPANY, PITTSBURGH, 


DISTRICT.SALES OFFICES IN THE LARGER CITIES 
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NOTICE! 





TO 
JOBBERS 
EVERYWHERE :— 
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You Want 

What You Want When 
You Want It, 
Don’t You? 





Chicago 












4 
Baltimore * sa (/)} 


(/ 
RICHMOND %& © 


X 
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; when writing advertisers, 


We can generally ship your 
orders immediately from our 
large warehouse stock. 

TRY US, NEXT TIME, WILL YOU? 








@St. Louis 








ENGINE! 





‘“‘A Dependable Source of Supply’’ 


THE RICHMOND FOUNDRY 
& MFG. COMPANY, INc. 


Richmond, Virginia 
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facturers. 





Piping lay-out in accordance 
with new tappings adopted 
by the Range Boiler Manu- 





IND 
WATER HEATER 






The Bear Ringer Indirect 
Water Heater will positively 
work satisfactorily with a 
hot water heating boiler, as 
the domestic water becomes 
almost as hot as the water 
in the heating boiler. 


In the Bear Ringer Indirect 
Water Heater, the hot water 
from the heating boiler cir- 
culates through a 2!2” diam- 
eter copper shell around 
which a 4" film of domes- 
tic water circulates inside 
of another copper shell. The 
heat units in the water from 
the heating boiler cannot 
escape except into the 
domestic water that sur- 
rounds it. 


In addition, these shells are 
insulated with asbestos so 
as to retain every possible 
heat unit. 


peo Seger Mec 
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Why 


this new Hoffman Vacuum 
Valve means bigger business 


HE new No. 2 Hoffman Siphon Air and 

Vacuum Valve not only vents air from 
radiators as freely as the famous No. 1 
Hoffman Valve but it also automatically 
locks the air out and seals the vacuum in 
the radiator. 





























This means that every steam job in your 
locality now equipped with venting valves 
is a market for this new No. 2 Hoffman Si- 
phon Air and Vacuum Valve. The stub- 
bornest, slowest-heating radiator when 
equipped with a No. 2 Hoffman Valve be- 
comes the easiest and longest-heated on 


the job. When customers experience 
the heating comfort of as ingle 
No. 2 Hoffman Valve on their 
worst radiators they will demand 
the installation of No. 2 Hoffman 
Valves on the entire job. Thisis 
areal opportunity to increase 
your business by installing these 
remarkable new valves. 
































Here is the new No. 2 
Hoffman Valve 















Write to us for literature and data re- 
garding proper methods of installing. 





HOFFMAN SPECIALTY COMPANY, INC. 
Dept. 10-6. 512 Fifth Avenue, New York City 


Main Office and Factory: Waterbury, Conn. Branches: New York, Chicago, Los Angeles 
In Canada CRANE, Limited, Branches in Principal cities 
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The simplicity of the Little 
Giant Pipe Wrench is one of 
the many reasons why it has 
found favor with plumbers 
and steamfitters. The very 
fact that it has no delicate 
parts to break and require 
replacement makes it thor- 
oughly dependable for day 
in and day out use. 


Of course, being easier to use 
on all ordinary work and its 
ability to reach right in to 
otherwise inaccessible places 
has a lot to do with its popu- 
larity, too. 


Have you tried one? Your 
jobber will be glad to supply 


you. 















Screw Plates, 
Pipe Tcols, 
Twist Drills 


Reamers, Gages, GREENFIELD | TAP AND DIE 
Machine Tools, CORPORATION 
Taps, Dies GREENFIELD, MASS..U.SA. 


Canadian Plant: Greenfield Tap and Die Corp. of Galt, Ont. 
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WHAT IS RUUD? 


UUD is the name of the pioneer in the 
science of heating running water by 
gas. 


RUUD is the synonym of a_ perfected 
Automatic Home Hot Water Service. 


RUUD is the symbol of quality—the trade- 
mark borne by the only complete all- 
quality line of Automatic Gas Water 
Heaters. 


RUUD is the standard of the Automatic 
Water Heater World—other heaters are 
always compared with Ruud. 


RUUD is the cornerstone of a foundation upon 
which you may build a successful, profitable and 
permanent Automatic Water Heater Business. 


Ruud Manufacturing Company 
Pittsburgh, Pa. Toronto, Ont. 


Branches in all large cities 
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A tew RKeasons Fo 


In every line of business there are certain manufacturers who are recognized) ?* 

° ° - m@ an 
throughout the trade as leaders. In practically every case their leadership! | 
was attained because they rendered real service. - 


And that is the reason for ‘‘Saaco”’ leadership. But, by service, we do not) P" 
simply mean prompt shipment of orders and courteous and fair treatment, but) 
the service which, through the development and improvement of the various” 





Fig. J-24 


‘*Ideal’’ Combination 











Rain Leader and 























5 * Fig. K-13 
Cesspool Fig. J-57 1g 
**Saaco”’ 
Alberene Pattern Cast Iron 
This clever fitting which Wash Tray Legs Anti-Syphon 
combines a rain leader After many years of Trap 





service the Alberene 
Pattern Wash Tray 
Leg hasdemonstrat- 








and cesspool climinates A self-cleaning 


Fig. J-48 trap for lavato- 
























the necessity for making 


two joints and conse ed by its continued Ideal” a re = 

: ; . i dry trays, etc. 

quently saves at least popularity that in Universal | y é y ha die 

fifty cents on every job design it is right. Range Boiler rss aie eel 

hity cents y job, “Goce” Alberene Stand mand for a deep 

in addition to making a W “tT T erene Will &t seal trap —- but 

as rav Legs are 1 it any size . 

more satisfactory and mm bot} ail or make of tank depth of seal is 
sts made, both plain a : 

durable installation. The ant anlvenlead is and is installed very not over four 

—r and galvanized, I” easily and quickly inches. The cen- 

cesspool measures 12x12 seven sizes, one of Just screw into bot trifugal action of 

























ram all take care tom of boiler and . : . 
male a tir up lock plate a 
ie. Ai — against bottom of —_ through prevents 
size wash tray. same and the job solids from lodg- 
is done. Made ing in the body 
with 34x%, or Ix4, : : 

inch tee Packed and stopping the 
one in a_ carton line. Made in 
complete, ready to 114 and 2 inch 
wee. sizes. 


inches and the outlet calks 












































into a 4-inch hub end. 























Also made with offset ; 
If you are partial to 
this type, specify 
“Saaco” when you 
order from your 
jobber. 


SANITARY C 


LINFIELD, 


outlet 
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products of our manufacture, enables the plumbing contractor to make better 


and more sanitary installations. 


The items shown below are but a few from the complete ‘‘Saaco” Line, yet they 
are representative of our constant endeavor to serve the plumbing trade by 


producing specialties that are more than merely competitive merchandise. 


We have representatives in fifteen important centers and our line is carried 


by jobbers all over the country. 


“‘Ideal’’ 
Insertable 
Soil Pipe 


Joint 





















A “Saaco” time 
and money saver. 
This joint makes 
it easy to replace 
a broken length 
of soil pipe or 
defective fitting 
or to insert a 
new fitting into 
an old line with- 
out springing the 
stack or break- 
ing the joints. 
Made in a wide 
variety of sizes 
and styles to 
meet any need. 






Fig. J-151 
“*Ideal’’ 
Closet 
Connection 


(Patented 





Will save at least 
one dollar on every 
closet. Takes the 
place of the old un- 
sanitary lead bend, 
and in large cities 
is used on 80°, of 
all closets installed 
Insures a durable, 
all leak-proof job, that 
will not sag, bend, 
crush or crack. 
Made in a wide va- 
riety of styles to 
take care of almost 
any conceivable 
type of installation 



































Fig. J-49 


The ‘‘Saaco’’ 
No-Bolt 
Adjustable Tripod 
Boiler Stand 


This stand is easily ad 
justed to suit I1'y-inch 
12-inch, 13-inch and 14 
inch range boilers. Can 
be taken apart and re 
assembled in a few sec 
onds. The legs are inter 
changeable and it is, there 
fore, impossible to make a 
mistake or lose time put 
ting one together. Rigid 
and upright exceptional 
ly strong. Made of only 
the finest grade iron, 
smooth and clean 


The “Saaco” No-Bolt 
Stand is erected without 
any bolts whatever and 
stands absolutely rigid. 


Send sample order and 
you will buy no other 
Boiler Stand. 


Ae 


PENNSYLVANIA. 
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Fig. J-115 


*‘Saaco”’ Sand Trap 


An especially desirable 
piece of equipment for 
Garages, Bath Houses, 
Stables, Dairies, etc. The 
construction positively 
prevents sand and solids 
from reaching the drain- 
age system, but permits 
liquids to pass freely. A 
perfect seal is always 
maintained and can eas 
ily be cleaned out when 
filled with sediment. 
Made of extra heavy cast 
iron with hub to fit 4 inch 
soil pipe. Size 14x14x18 


inches deep 
































Have You Ever Used Any of these 
Fixtures ? 


If not, try them and satisfy yourself of the High Quality 
and Merit. No better or more substantial goods are made 


Blake Garage Drain, extra heavy 


Blake Shower Drain 


with Protecting Pan 


a ——— ——_—.. 











/ 


+ 5 ’ 2 
Iwo sizes, 15° x 18", 21° x 30 Made in two sizes, 1'2", 2 


Blake ‘‘Economy”’ Stack Base 
Fittings with Full Opening 
Brass Plugs 


Patent Applied for 


Made Standard and 
Extra Heavy in Sizes 
2 and4,RightorLeft 
Hand Cleanouts or | 
with Front Cleanout | 





Blake‘‘Trio”’ Boiler Stand. 
Heavy—NoBolts or Center 
Piece—All Legs Alike 


Patent applied for 





Your jobber will supply you 


Send for Catalog of Our Complete 
Line of Quality Plumbing Goods 





Rock Island 


Blake Specialty Company Illinois 
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Notice is hereby given that all camps in this 
township must be equipped with sanitary 
toilets before Aug. 1, 1924. No Pits, Vaults, 
Cans or Outhouses will be permitted after 
above date. See your plumber or ask for 
list of approved types of toilets 
Dated July 1, 1924 
At any ‘ 
Summer Resort 
s 
a A) LF <] 
mean more business 
?lumb 
oe 
for the Plumber 
Flanged Co: ley —e en3 . 
Th Intake for - Authorities everywhere are alive to 
e 4” tile- “gai gag 
a "~~ the menace to health and life from im 
San-Equip Battles me proper or careless disposal of sewage. 
Septic”’ 8'Air Chamber 
Sludge Chamber Get in tcuch with the health officers 
ee 12551505, of your township or city and tell them 
EfHaént Chanber : ; oa 
Flanged Base how well prepared you are to serve 
the suburban and camp districts. 
San-Equip Septics and San-Equip 
Self-Drain Toilets make possible a Fis 
Complete Sanitation Service which Sa ely" Camp 
will add to your business and reputation me ° 
; for yo 
Ask for mailing folders or send us list of 
prospects or both. The ‘Safety First’’ folder 
describes San-Equip Septics for proper treat 
: ment of water sewage. The folder ‘Health 
é The in Camp or Home” tells of Self-Drain Co = 
, ;, cas 
E “San-Equip Toilets for use where water supply or -< of sid aan 
or disposal is not possible wer a 
Otlet 
with A package cf either or beth will be printed with sy :' 
1oWw many?) 


your name and sent free for the coupon and your 
jobbers name 


Exclusive Fold 
‘olders as above 
Self-Drain 


Feature 


for my mailing and 





You and vour customer car Sin-EquipSyster inter use 
without expen or risk A ybout var «offs 











Septic Folders 
Self Drain Toilet Folders. 


Chemical Toilet Corporation __ ,,, 


Salina Station ‘ aati — . , ss . pitas 
2600 I cornmeal Road Sy racuse, Ne W York 

















& All patents pending 
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Offices: 
NEW YORK 
PHILADELPHIA 
CHICAGO 
DALLAS 
SAN FRANCISCO 
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In placing the Vallier Pop-Up on the market we feel quite cer- 
tain that it fills a long felt necessity. 


It has only THREE MOVING parts. 


A PATENTED LIFTING DEVICE, which will not close under any 
conditions, except when released. 


While very simple in its construction, this waste cannot be put 
out of order. 


No set screws or cotter pins are used. 
The water-way is large enough to insure quick egress of water. 


Regularly furnished with China fittings, leather and rubber 


washers of best quality. ri 
Cf nee i 
TT SAY Oras 
et a 
A 

~ \ \ rd 

. ° \ A 

i. \ P 

hic, P 
ag ~ gee” ; 


J. B. WISE, INC, 
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| WISECO’S “AJAX” 


\ ¢ 











Regularly 


Designed to 
furnished 
with Mack 
Washer 
six inch 
Tail Piece. 


fit any make 
lavatory, 

porcelain or 
enameled 


iron. 




















BASIN-WASTE 


The new Ajax Bi-Transit Basin Waste is a decided improve- 
ment over other makes and a fixture easy for the plumber to in- 
stall, also will give guaranteed satisfaction to the consumer. 


Fabricated from extra heavy sheet brass rolled in our own mills, 
which means uniformity in weight and quality. 








The Ground Joint Collar on the Inner Tube is made c 
from rod stock, having a large bearing surface there- x 
by eliminating any possible chance to leak. 


To install this fixture no cutting is necessary as there OM the progress of the country ie nat 
is sufficient adjustment to fit the various styles of planned in Washington. Recently 
lavatories. the nation honored the ninety-year 
old pre ident of Harvard Unive; ity 

Any length tail can be furnished, as may be required. - advert or * the world the bene 
e ft ol unselfish Creece Canada 
Specify the Wiseco Ajax Basin Waste and eliminate joined in the celebration We are 
. = learning rapully that unselfish seri 
past troubles. ice is just as beautiful and beneficial 
in busine as uois in the fields of 





learning 


“Cive brains and 





fi ervice,” S(LYU8 

% Doctor Eliot, 

x “and the ba er’, 

% needful things 

& 4.) will take care of 
themselves”’ 

2 The Owl 














‘WATERTOWN,N. Y. =" 
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KEATING KEATING 


CONCEALED 


FOOT 
CONTROLLED INSTALLATIONS 
, siete FOR THE 
FLUSH 


BETTER GRADE 


VALVE BUILDING 





The Sanitary Way is The Keating Yay 


KEATING VALVE COMPANY, INc. 


SPRINGFIELD, MASS. 
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BOILERS & RADIATORS 















ORR aI Stags 


New Haven turns to Continental 


Susan S. Sheridan School 
New Haven, Conn 
Architects: Brown and Von 
Beren General Contractors 
The Larkin and Carey Co, 
Heating Contractor: Leo Set 
low Denis J. Maloney, Chief 
Engineer and Inspector of 
School Buildings 
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for etter heating in its schools 


EW HAVEN, Connecticut, along with other 
municipalities of the first rank, is safe- 
guarding public health by installing Continental 
boilers and radiators for heating schools and 
public buildings. 


Notable economies in fuel consumption, 
together with the unusually low “‘head-room”’ re- 
quired, have earned for Continental Low Water 
Line Boilers the preference of many leading 
contractors and engineers. 


With one of the largest plants in the country 
equipped with every modern device known to the 
industry to secure quality and accuracy in pro- 
ducing boilers and radiators—satisfaction to 
heating engineers, contractors and jobbers is 
assured. 

Send for the Story of Continental Boilers 
and Radiators. It isa reference book of value 
to any architect, heating engineer, contractor or 
jobber. 


CONTINENTAL HEATER CORPORATION 
Dunkirk, N. Y., U. S. A. 








Viewed as with the aid of the 
X-ray, many of the scientifi 
reasons for the high thermal effi 
ciency of the Continental Low 
Water Line Boilers are readily 
apparent. The complete story 
of Continental Boilers and Radi 
ators is told in this authoritative 
book, gladly sent upon request 
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STAR 


HACK SAWS 


‘The blade with the reputation” 


“The Master mechanic 
will ask for 


STAR HACK SAW 
BLADES”’ 


CLEMSON BROS., INC. 


MIDDLETOWN, N. Y. 


We Have Something to Tell You About Hack Saw Blades, Write for Booklet 


oe 
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You Wouldn't Install aWash 
Fullof Holes and Crevices. 


There is a stopper (/ MW 
chain of solid nickel Z\\ Ne 


silver just as smooth < NY YY 

and clean as the \ 4. MA 

porcelain tray. A £9 A 

/sk Your Jobber for ’ py . 
Bead Chain LP C) 
> => () 

THE BEAD CHAIN MANUFACTURING CO. : 

BRIDGEPORT, CONNECTICUT C) 


Canadian Representatives: Stanley Brock, Ltd., Winnipeg D 
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Take no chances when ordering your wash tray legs, 
refrigerator drains, boiler stands, closet bends, sand 
traps, Soil Pipe and Fittings, etc. Ask for and insist 
upon getting ‘‘EAFCO.”’ Plumbers say —‘‘Eafco 
Soil Pipe cuts easy.” 


THE EASTERN} 


BOYERTOWN,| 














MEL PIS he oR Na 
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The ‘‘EAFCO”’ line includes everything in select 
iron goods required in the plumbing field. Our 
stock of standard products is ample at all times to 
enable us to make prompt and complete shipments. 


You'll find this line a real sales opportunity. So 
write today for information on our complete line. 


FOUNDRY CO. 


PENNA. 


+ 





patented 


“Eafco” \ 
Univers® 
Range 
Boiler 
Stand. 
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Trap Screw 
Ferrules- 
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SLANTING STREAM 


FOUNTAIN 


IG DESIGNS 
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No Solder 
No Seams 


No solder is used in mak- 
ing Mueller Traps. They 
are made from seamless 
brass tubing, drawn in the 
Mueller plant at Port Huron 
to meet our exact specifica- 
tions; bent, turned, joined 
and finished by the Mueller 
patented process—even the 
flange is an integral part of 
the tube. 


MUELLER 
Traps 


are made on specially designed 
machines, which produce traps 
with extra heavy walls at the 
bends-—— 25% thicker than the 
average trap. Absolutely rigid 
and easily cleaned; complete with 
chain, plug and beveled washer. 


The chemical action of water 
quickly splits a brazed seam. In 
Mueller Traps—made of seamless 
tubing, without brazing—each 
part is equally strong. 


Order through your jobber, or 
write for detailed descriptions 
and prices. 


Mueller Co., Decatur, III., 
U.S.A. 


145-149 W. 30th St... New York 
1072-76 Howard St.,San Francisco 
2468 Hunter St., Los Angeles 
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is Fig. 1 
ES Puro’ Fountain and 
S Faucet Combined “Puro” Cooler 


Fig. 8 : 
“Puro Jr.’ Fountain 





ELLE L TLE Oe 


E There is a 
; “PURO” SANITARY FOUNTAIN 


5 That Will Meet Every Requirement 


IF Thousands of these fountains are being sold each year 
I and they are money-makers for the jobber and plumber 
i who handle them, 


ba i las 


13 Every Factory, School, Public Building, Park, Play- 
Es ground is a possible user. 

le Get a sample of this well known drinking fountain and 
If spend one day each week soliciting orders from your 
Is local factories and public buildings. We are sure that 

| oe 

13) the results will be found satisfactory to you. 

ES The “Puro” Fountains are heavy bronze castings, nickel 
Fe plated, and absolutely guaranteed in every particular. 
is Once installed no further attention is necessary and the 
Is Fountains give absolute satisfaction year after year. 


ot Write today for Catalog and Prices 


is) ° . . | 7 | 

®& Puro Sanitary Drinking Fountain Compan 
Is J 

Ir Haydenville, Mass., U.S. A. 

iE) 


|| ae m = 
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A DECLARATION 
OF DEPENDENCE 


On this anni- 
versary 
of our National 
Independence it is 
perhaps fitting to reflect 
also on our dependence. 
As manufacturers, we de- 
pend upon the jobber to 
complete the process of dis- 
tribution. We expect him 
to order well in advance, 
in large quantities, thus en- 
abling us to attend to manu 
facturing only, and on a 
production basis. We look upon 
the jobber as a _ partner, per- 
forming a necessary function better 
and cheaper than we can do it 
ourselves, thus leaving us free to 
produce the goods which he must have. We 
are indispensable to each other. Each should 
choose the other as carefully as he would choose 
any partner. Having chosen, the _ relationship 
should be one of mutual loyalty and _ respect. 


«KA 
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Yours 
The E. Stebbins Manufacturing Company 


Springfield, Mass. 








COMPRESSION SPECIALISTS 


1848 
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using CERTIFICATE METAL 
































Just What a Better 
Wrench Should Be 














lhe Henry & Allen Stillson is a 
better wrench 


lhe finest steel for wrenches 
that can be obtained —~ made 
from our own special formula! 
Idardened and tempered by 
methods that we have developed 
luring years of experience in 
making wrench forgings. 


[his increases the natural 
toughness. particularly in the 
Jaw a point of great strain 
Ihe teeth are especially treated 


hardened deep down to pre- 
vent crushing under terrific pres- 


sure 


\ better distribution of metal 
means greater strength at all 
paints of strain, and, inciden- 
tally, better balance. 


Made in all standard sizes and, 
for easy identification, marked 
“with a red nut 


Sold by leading supply houses 
and hardware stores 


Henry & Allen, Auburn, N. Y. 


Henr 
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STILLSON WRENCH 
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In the Walworth line 














Regrinding Valves 

eee a ea On valves of all types the name Walworth is a guar- 
Ce ARRON antee of mechanical rightness and trustworthy per- 
WR ee formance both for the man who buys and the man 
indies, SEEN who uses them. 
SR 2 ae es 5 All Walworth Regriuding Valves, for example, are 
_—_—_—— individually tested with 400 Ibs, # °“_ ——_-—"*"_ sees 
Deed eae dion, a ta hydraulic pressure above and 
i below the seat. They are espe- 
TE a cially recommended for steam 
[———- . —__ -__— lines where continuous service 
Le 2: a is expected under severe condi- 
ek ay ae tions. <A_ special design of 
Da icalnaaaat convex seat and disc insures 
7 ae — —— perfect contact. These valves 
Pg are now finished, as illustrated, 

with a ventilated wheel which 

is cool to the touch and com- 

fortable to handle. 





























WAL WORTH MANUFACTURING CO., Boston, Mass. 
cland Glasgow Kewanee, Ill. London New York Philadelphia Portland, 
Seattle San a cisco Youngstown. Plants at Boston and Kewanee. 
Walworth International Co., New York, Foreign Representative 
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Plumbing Goods, 
Jobbers and Plumb- 
ers can do no better | - 
than use, sell and in- | ! 
stall the Diamond | | 
Canfield kind be- | | 

1 

) 








cause these goods are 
the best that our 
years of experience 





}=3°2 | ote} ete) 2 


























and the most modern 
| of manufacturing 
-| methods can make. 
_| And—all goods bear- 
ing the Diamond 
Canfield mark cost 
no more than the 
other kind. We sell 
to jobbers and man- 
ufacturers only. 








CONNECTICUT 
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WILLIE 


PORTABLE POWER 
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While your competitor 


moves on up 


There goes Henry Billings--Henry who started that 
little shop back in the old days- -yes, just about the time 
you started in to make a living in the plumbing business. 


And now Henry's outgrown the old place. He’s moving into 
that new building of his own up the street that “million dollar” 
place with the fine front and well equipped display room. 


Yes -Henry’s progressed and prospered. He has a fine bunch 
of loyal men who've stuck and helped him build his business. 


Where the investment of a few dollars for labor-saving equip- 
ment meant the difference between a sullen, disgruntled force 
of workmen, and a happy satisfied bunch of 100‘, producers, 
Henry never hesitated to put his money on a sure profit-maker. 


So now Henry's leading the procession~-Henry is moving 
on up, and leaving behind a trail of pathetic mourners, 
who are indifferent--maybe skeptical~-of the savings 
made possible by modern equipment and machinery. 


There are so many reasons why a Willie Williams Portable 
Power Pipe Threader will cut dollars off your labor costs and 
give you a happy contented force of workers, that we’ve summed 
them upinan interesting little booklet. Ask for a copyand move on 
up the street with the parade of progressive plumber merchants. 


THE WILLIAMS TOOL CORPORATION, ERIE. PA. 
Canadian Branch: Brantford, Ontario 














The Willie Williams is more than a machine. It isa method; 
a way to greater profits for you. It is an investment 


Williams Pipe Threading equipment is made in a complete 
range of sizes, from ‘4 inch to 24 inches. 
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Two recent additions to the 
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quality Porcelain Enameled Bathroom 
lrimmings, Mirrors and Medicine 
Cabinets are required. 
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Book-Cadillae Hotel 


Detroit, Michigan 


Louis Kamper, Detroit se 
Architect 
Joun Deenan, Inc., Chicago 
Plumbing Contractors 


Belmont Hotel 
Chicago 
Fucarp & Knapp, Chicazo 
Architects 
Warren & Wermore, New York 
Consulting Architects 


McLennan Construction Co, Chicago 
General Contractors 


G. Fo Winkter, Chicago 
Plumbing Contractor 


Ravenswoop Tite Co 
Tile Contractors 


AMERICAN ENAMELED PRODUCTS COMPANY 
CHICAGO 


BRANCH OFFICES IN ALL LARGE CITIES 
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RICHMOND products in use in 
hundreds of thousands of homes 
and buildings throughout the 
Country have a definite signifi- 
cance to every man who contem- 
plates similar installation. 


NN 


> 
y) 


as 


Nor should this significance be 
lost to those who recommend 
what to use. RICHMOND prod- 
ucts have been manufactured for 
nearly half a century, they repre- 
sent steady development, con- 
stantly increasing output, and, 
through real service and a high 
standard of quality, have gained 
a most enviable reputation. 
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Any firm whose growth and de- 
velopment are built on a basis of 
integrity—whose personnel is the 
embodiment of co-operation and 
willingness to serve —whose prod- 
ucts are as good as can be made — 
: any firm who does its business 
upon these precepts is bound to 
win its way into the hearts of 
customers and keep them. 
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RICHMOND RADIATOR COMPANY 
MAIN OFFICI 
1480 Broadway, NEW YORK, N. Y. 
) Branch Offices 
2241 North American Street, PHILADELPHIA, PA 
| 217 East Illinois Street, CHICAGO, ILI 


460 Park Square Building, BOSTON, MASS 
900 Keith Building, CLEVELAND, OHIO 
316 Fulton Building, PITTSBURGH, PA. 
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VA A Complete Line —— 


Its Enormous Value to You 


\n important and very profitable part of your business is the selling of hot water service 





for homes of various sizes, stores, office buildings, hotels, etc 
That means you must be ready to figure the exact 


Notice we say ‘‘hot water service.’’ 
requirements for the particular job in hand and recommend the special type ana size of 
heater that will give the greatest amount of satisfaction at the lowest cost of operation. 

| 
And that is why you need a complete line of gas water heaters -so you can tackle every 


job in town with better than an even chance of landing it. 
Humphrey Gas Water Heaters, in all the numerous types that we have originated, | 
developed and perfected since 1886, meet all requirements 


Humphrey is the only complete line of gas water heaters in the world. 
We build the following types of heaters in all the necessary sizes and capacities: 


Humphrey Instantaneous Automatic Heaters 

| Humphrey Automatic Storage Systems 

| Humphrey Multi-Coil Automatic Storage Systems 

| Humphrey Cottage Automatic Water Heaters 
Humphrey Instantaneous Bath Water Heaters 

Humphrey Copper Coil Tank Water Heaters 


ee 


The above list contains every type and size of water heater you will ever require for 


any job you ever figure on. 
Humphrey Quality Is Appreciated 

Every bit of Humphrey equipment is of the highest quality in design, workmanship 
built for year-after-year operation with lowest fuel cost, and main- 


and materials 
tenance expense practically nothing 


Every Humphrey installation adds to your reputation as a dealer 


one who deals 
in service of the best sort, not doubtful contraptions built for a quick sale and a 
; | 


lifetime of “‘grief.’ 
You can sell Humphrey Heaters because long, continuous, economical service is 


just what the public wants and is willing to pay for 


They know that prices are less important than values. 
It will pay you to write for full information about The Complete Humphrey | 





Line with prices, discounts and full installation data 
| 


ow HUMPHREY COMPANY 


Kalamazoo, Michigan 


Div. Ruud Mfg. Co. 
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$14.00 TO THE TRADE 


Ask about quantity discounts 


Freight Terms: F.O.B. Phila- 
delphia or Chicago. If shipped 
from Philadelphia there is a 
freight allowance of 30 cents per 
100 pounds. 


Brick lined fire pot prevents heat 
loss and holds fire from 12 to 15 
hours 








No. 10-A Novelty Tank Heater 
40 gallons capacity 


Sell to These People 


Three kinds of home owners are good prospects for a Novelty Tank Heater: 


1. Those who have no hot water. 
2. Those who don’t get enough hot water from a coil gas heater. 


3. Those who have an automatic gas heater which makes hot water an expensive luxury 


Sell to them. Tell them—with the backing of an old, reliable firm which has manufactured heating 
appliances for 77 years—that the genuine Novelty 10-A Coal Tank Heater will heat plenty of hot 
water for a 30 or 40-gallon tank on a bucket of pea coal a day. 


NN TANKGHEAY, SHS | 












| SSeS ease 


Sas 








Tell them there is no waiting. Nothing to fix or light. Hot water at once ~-all the time, day or 
night. And the genuine Novelty requires only a moment’s attention night and morning _ Its brick 
lined fire pot makes sure it will carry a fire from 12 to 15 hours. 


But people can’t buy from you if they don’t know the advantages you have to offer. 
We supply free of charge the advertising campaign that tells them. 


Write today for complete information about the Booklets, Blotters, Moving Picture 
Slides and Newspaper Cuts we furnish tmprinted with your name. Window posters 
and sales letters also supplied. 





ABRAM COX STOVE COMPANY 


ESTABLISHED 1847 


PHILADELPHIA NEW YORK CHICAGO 
Dept. D-7—-American & Dauphin Sts. Dept. D-7--113 East 34th St. Dept. D-7--736 West Monroe St. 


Makers of Novelty Hot-Water, Steam and Vapor Boilers, Warm-Air Pipe and Pipeless Furnaces, Coal and Combination Ranges, 
Laundry Stoves and Hot-Water Supply Boilers and Fortune Gas Ranges 


HQULUUNLANIUVANNORERNALAAL 44.00. ALARA AALS 
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American Walnut, as 
number of our line. 
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Built-Well Toilet Seats are mad 
in all regular styles, woods and 
finishes. We make also the Built- 
Well “‘Aristocrat,’’ of genuine 


a regular 





AT 





We could sell Built-Well 


cheaper: 


cents 


Seats a few 


If we used a less durable finish 
If we used a lighter weight, poorly plated hinge 


If we did not insist on using only carefully se- 
lected and thoroughly seasoned wood 


If we did not use the most expensive joint con- 
struction used in toilet seats 


If we used cheap labor instead of skilled wood- 
workers 

If we did not carefully watch and inspect every 
operation 

But we respect the confidence your customer 


has in you. No plumber ever made an adjust- 
ment with his customer on a Built-Well Seat. 


‘Built-Well Seats are now the most popular 


quality seats on the market. But, we want 
you to know more about them we want you to 
examine and test them, yourself. 


Your jobber has them in stock or can 
easily obtain them for you. Order a 
sample seat today. Write us for catalog. 


Built We Mg. Co. 
1458 W. KINZIE ST. 
CHICAGO 
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Standard Tank & Seat Co. 
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“Stasco” White Seats 
add the finishing touch 


The effect of an otherwise perfect bath 
room job is often marred by the toilet 
seat which should be white, the natural 
color for all bathroom fixtures. 


A “Stasco’’ All White Seat will make 


the picture complete. 


If you will suggest this to the woman in 
the case and there’s always a woman 
interested in the building of a home 
you’can' leave it to her to sell the idea to 
the man who signs the contract. 


There are two grades of ‘‘Stasco’’ All 
White Seats—the “Ivory” Line is sheet 
pyralin covered and is guaranteed for 
five years, and the ‘‘Standard Celluloid” 
Line, sprayed on pyralin, guaranteed for 
three years. 


Your,jobber can supply 
you with either kind. 
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sas: When You Order a Copper Boiler 
eta Be Sure You Get the Weight 


ia 
athe The Weight of a Copper 
Boiler Indicates Its Value 









eeriete Trageser Copper Boilers are made | 
a MEN nH heavy like galvanized iron boilers 
“il i and, they’re closely riveted. In ad- 
“Wn dition to that fact they are made by 
the same process as our galvanized 
boilers which calls for heavy gauged 
materials. 


Copper boilers and copper storage 
tanks of the proper gauge of metal 
are safe! 


John Trageser S 


445-459 W. 26th St. N 





Copper Hot Water Storage Tank 





The Trageser Copper Boiler 
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Our “Fulton’’ White Metal Drain 
Board Illustrates One of Many 
Varieties of Our Pantry Sinks 
It is the most popular and attractive sink and (ORCEeeeS” eel 

drain board tn our line and, for that reason, 
its price is moderate. The composition of the 
material guarantees everlasting bright finish. 


The ‘‘Graves’’ Boiler sag 


The “Graves” Boiler is made of heavy copper 
bearing steel, ‘Rust Resisting,” and is thor- 
oughly galvanized inside and outside by the 
hot dipped process. 


Will stand 300 pound test and is warranted 
for six years. 


Write for Literature, Prices, etc. 


Steam Copper Works 
New York City 





-- a The Graves Boiler 


Fulton White Metal Drain Board 














KENNEDY 














Fig. 57 








The Right Type 


for 


Fig. 
No matter what your valve or malleable iron and brass ra 
fittings requirements may be, you are quite sure to find : 





an exactly suitable selection in the big Kennedy line. 


For radiator service, for example. the Kennedy 
Valve patterns include straightway, angle, and offset 
corner, with or without unions, right or left hand, 
and with wheel or lock shield and key on operating 
stem. 


Fig. 319 


For every other valve service there is a similar wide 
selection. And no matter what Kennedy Valve you 
choose, you can be sure of satisfactory service based 
on half a century of valve-building experience. 


Kennedy Malleable [ron and Brass Fittings go on 
the pipe easily, and can be depended upon to give 
lastingly good service. These two big tests of good 
fittings are the natural results of the Kennedy 
experience in’ design, care in workmanship, and 
conscientiousness of inspection, 





\ trial of Kennedy Fittings will quickly show why 
it will pay you to standardize on them. Fig. 307 
Send for the Kennedy Catalogue describing the 
entire Kennedy line. [t points out the special points 
of goodness of Kennedy products and will help you 
make a selection tor trial. 





Fig. 306 


THE KENNEDY VALVE 
Mere. Co. ELMIRA, NY. 


SALES OFFICES: 


SALT LAKE CITY: 
503 Dooley Bldg. 


Branch Offices and 
Warehouses 





‘ MEMBERS 
NEW YORK: 95 John St. we ‘ 






EL PASO 
SAN FRANCISCO: NEE BUREAU 704 Two Republics Bldg 
23-25 Minna St SEATTLE: 


BOSTON: 47 India St. c. PLUMBING AND. HEATING 1G INDUSTRY . L. C. Smith Bldg 


CHICAGO: - " LOS ANGELES: 
228 N. Jefferson St 723 Title Insurance Bldg 
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Galvanized Wherever Water Touches Iron 


If cheapness were most important, 
there would soon be nothing left 
but push carts and peddlers. 


ECAUSE the action of water on iron causes rust, DAYTON 

pumps are hot dipped galvanized inside and out wherever 
water comes in contact with iron. Rust must either be cleaned out 
frequently or it will so choke the water passages as to greatly cut 
down the pumping capacity. Every pump manufacturer puts a 
strainer in the suction chamber to prevent foreign matter being 
drawn in to get under the valves and cause trouble. But the strainer 
can not prevent rust particles from the pump itself causing that 
same trouble. The purpose of galvanized pipe and tanks is defeated 
when water is drawn through a rusty pump. 


This is only one of the outstanding features of the DAYTON that 
protect your profit by eliminating the cause for service calls. Ask 
for Dealer’s Catalog No. 24. 


The Dayton Pump & Manufacturing Co. 
Dayton, Ohio, U. S. A. 


CANADIAN DISTRIBUTOR: T. G. GRIFFITH & CO., 165 KING STREET, EAST, TORONTO 


fone BWOUSE 
LR 2 _ 


4 








A's not a’ Dayton’ 





2 ) without this Trade Mark 








luly 5, 1924 DOMESTIC ENGINEERING 


A 3-way 
solid die-stock 
adjustable 
for over 
and 
under | 








No loose guides or 
extra dies to carry. 
Dies for three sizes 
of pipe are always 
ready for use. 


The OSTER Bull Pup 


The handiest and 
most compact of any 
similar tool on the 


ket. 
Combines all the ad- market 


vantages of the adjust- 
able die-stock with 
the ‘‘fool-proof- 
ness’ cf the 


solid de OU’LL be strong for the Oster Bull Pup—a solid, adjust- 


able die stock that threads your three commonest sizes 
of pipe, 34, 14 and 34 or 14, 34 and 1” without change of dies 
or guides and compares favorably in price with the ordinary 
one-size die stock. 


Add to that the added convenience and light weight of the 
Bull Pup, its perfect balance andjdies especially ground to cut 
sharp, leak-proof threads quickly and easily, and you have 
almost the complete story as to how well this tool will satisfy 
your requirements. 


Sold only under the regular Oster guarantee of satisfaction or 


money back. See the Bull Pup at your supply house or write 
us for fully illustrated, descriptive folder. 


THE OSTER MANUFACTURING CO. 2063 East 61st Place Cleveland, Ohio 


OSTIER 
































wa 




















i 











i 














MWD, 








. 














LUA 








* 











“ 


[ 
‘Fp bd . 
Ler 







































































J i 





Everyone— 


the manufacturer, architect, 
engineer and plumber— 


recommends the installation of sanitary fixtures. Installation 
of unsanitary fixtures is universally condemned. By-transit 
wastes that have been commonly used in built-in bath tubs are 
not only unsanitary, but impractical. 














By-transit waste has the same water level as the bath tub. 
The soap and dirt that floats in the bath tub, also floats in the 
waste barrel. When the tub is used, the soap and dirt adhere 
to the sides of the tub, as it does in the waste barrel. The tub 
is cleaned before using it again. But, the waste barrel cannot 
be cleaned. After the by-transit waste is used a short time it 
becomes slimy, filthy, unsanitary and dangerous. 


REPUBLIC No. 1224 


Trip-Lever Bath Fixture 


Patente 




















stands today as an achievement effecting the final approach to 
sanitation in bath room installations. It simplifies a hitherto 
complicated mechanical problem in bath waste fixtures. It 
has no inner overflow tube, making it absolutely sanitary. Its 
installation is simple. Can be installed in one-half the time 
ordinarily required. It does away with the utility closet back 
of the tub. And your work looks much neater since the walls 
are not broken up by unsightly closet panels. All working 
parts are removable and can be repiaced through the face 
of the overflow head. Adjustable ‘eatures provided, insure 
its perfect operation. 


Can be used on End Wall, Back Wall, or Double Shell 
Exposed Installations. 








One of the features which makes this the latest and 
greatest achievement in bath tub fixtures is the Republic 
Slip Screw Waste Tee which eliminates the necessity of 
packing, wicking or rubber gasket by means of a brass collar 
which is adjustable on tube,making a ground joint connection. 
Another feature is the Republic Valve By-Pass Construction with 
removable seat. All working parts of this valve can be replaced from 
face of the valve through the outside of the wall. This innovation in 
built-in bath fixtures has thoroughly demonstrated its advanced 
mechanical features and advantages. 


Thousands of installations already made in apartment houses, hotels 
and homes. Write for illustrated folders 1 ask your friend and 
ours, tne yoober, tor Republic No, 1224 Trip Lever Bath 


Fixture 
QVALITy 





The Republic Brass Company 
Cleveland, Ohio 
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Bi-Loop Radiators? 


Hot Water Radiators? 








« Sitsesssesssscsssses HHHHHHH 
wz and RADIATORS 
iW - OF F 
for Steam and Water 
A. U-TUBE 
U-TUBES 
What do you know about— 
Monitor U-Tube Boilers? 
Monitor-Vaux Boilers? 
Monitor 
No.62 VERTICAL SECTION ON LINE y y. ON PLATE No.63. ° . 
Monitor U-Tube Boiler (Vertical Section) Monitor Plain Steam and 
Th erat section sin regal the easn forth etanrdinai 
travel 1s vertical—thus no force is required to produce circulation 
pnp cies prog Loe: Toa a pee ps 72 sale mle 
bends offer no velbamane to eine Suunto oon 
as tt is heated, 
? your answer to the above ques- 
| tions is “NOTHING,” then you 
don’t know all you should know. 
you want to know about the 
heating apparatus that produces 
! results that have never been 
A equalled, our catalog will furnish the 
oarrue aN we? cures ~=©information. 
PLATE 
Write for it 
} Monitor Bi-Loop Radiator Co. 
SHORT U-TUBES NO.63. 
CROSS SECTION ONLINE X. X. ON Factory and Offices—LANCASTER, PA. 
PLATE No62. 
a 
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LENT Y of water under pressure is the secret of a more 
healthful and more livable home 
The new, low-priced Fairbanks-Morse Home Water 
Plant—only $84.75 complete—silently and automatically 
supplies water under pressure, from cistern or shallow 
well, for only a few cents a week, wherever you live. It can 


be attached to any electric circuit. 





The operation is entirely automatic—self-priming, self 
oiling and self-starting. You have water under pressure all 
of the time. A turn of a faucet fills the bathtub, wash bowl, 
the dish pan, the laundry tub, hot or cold as you wish. In the 
200-gallon and larger sizes the capacity is great enough for 
fire protection, sprinkling your lawn, watering your garden 
and washing your car 


er 








120- gallon capecity 
pump, 60-cycle motor, 
8 gallon galv. tenk 
$84.75 complete, fo. b. 
factory 


P @ For Cisterns 


Health and Happiness for every home 


water under pressure, anywhere 
Néw Low-priced FAURBANKS-MORSE plant complete only $84.75 


are easily and quickly done. Water under 
pressure is the cheapest servant you can hire. 
Do you realize to what extent water under pressure in- 





scrubbing 


value of residence property? Do you know 
water under pressure reduces illness, particularly among 
children? Do you know hundreds of new shrubs and plants 
can be grown in your garden if you have abundant water? 


creases the 





Camplete information on these and dozens of other im- 
portant questions are l the Fairbanks-Morse 
Water Service Library. Fairbanks, Morse & Company, 
pioneer pump manufacturers, have prepared these books to 
¢ complete story of what water can do for you in 

on your farm. 





give you tl 
your home; 

The library, by Fairbanks-Morse Home Engineers, is 
the result of careful study in conjunc- 








Water under pressure makes your 
home modern 

Water under pressure makes your Read the titles 

home modern—bath, toilet, laundry or that 

kitchen. It is the accepted mark of re 

finement. Abundance of water makes 

possible new and better methods of liv 

ing, perfect sanitation and higher stand- 

naland household cleanli: 

The most disagreeable, the heaviest 








Fairhbanks-Morse Home 
FR Woter Service Library 


an 











tion with leading authorities on house- 
hold economics and home planning. It 
is another example of Fairbanks-Morse 
service. 

Read the titles. One or more of these 
subjects comes very close to you. To- 
gether they cover the whole scope of 
the most modern type of individual 

home water service You, as a 
home owner, a home lover, should 
read them. 


Check the numbers 
{ mai the coupon 





household tasks—washing, laundry, 


, 


where to mail it 
health of your family, how water « 
t 





our property 
are yours f 
The fam 
banks-Morse Home Water Plants 





$11 500 


200 -gallon capecity 
pump, 60-cycle motor 
$S-gation galv. tank 
$155 OOcomplete,f.o.b 
factory. Aleo larger 
pers, correspondingly 
low price 








dealer. If he cannot supply you, write 


For Cisterns 
For Wells 





Mail the coupon today 
Your name and address will bring the library. Just tell us 
Learn how running water can improve the 
im imecrease the value of 
10w water will lighten your work 
the asking. Mail the coupon today. 
1s Fairbanks Morse pump is used only in Faix 
Make certain the system 
for your home has this dependable pump. Go to your 


FAIRBANKS, MORSE & CO. 


Manufacturers, “a 


These facts 





Ave., Chicago 


us. phiets checked. See 
scription above 

! 2 o3 

, (1 6 17 















Fairbanks, 
Morse & Co. 
Dept. 00, 900 S. Wabash 


Please send me without 
obligation the Fairbanks- 
Morse Water Service pam- 





de- 


r 


4 
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oo 














This is a reproduction of the June 21st 
full page Saturday Evening Post adver- 
tisement. It is typical of the dominat- 
ing advertising that will reach more 
than 11,000,000 city and country homes. 
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Dominating National Advertising plus 


Sensational New Low Prices 
Assure You Quick Sales and Sure Profits 


Some plumber in your town is going to ‘‘cash 
in’’ on this Home Water Plant proposition. Count 
the features. ONE ~a price every home owner 
can afford to pay. TWO 


with the world-famous Fairbanks-Morse pump. 


dependable plant 


THREE ~ advertised nationally in a dominant way. 


Every Fairbanks-Morse advertisement will di- 
rect buyers to you. Prospects’ names will be 
turned over to you. You will be supplied with 
folders, circulars, newspaper ads and display cards 


and trims. 


Water under pressure is the key to the modern 
home. — bath, toilet, laundry, kitchen conveniences. 
Home owners everywhere want these modern im- 
provements. Now they can have them at a profit 
to you. Think of the plumbing you can sell to 
every plant buyer. Many plumbers average $250 
to $350 additional equipment in every home where 


they install a Home Water Plant. 


The building season is on. Now is the time to 
get the most attractive home water plant selling 
proposition in America. Your name and address 


will bring all of the facts. Mail the coupon today! 


__FAIRBAN KS,\, MORSE & CO. 
i rr) Chicago 








’ Manufacturers 









water 
How, 
brings | This Complete Fairbanks- Morse 
ye Home Water Service Library 
a cotrey Will Help You Sell. It is just 
te 2 one of the many sales helps that 
Line bring business to Home Water 
Plant Dealers. 


w.| 


FAIRBAN KS- MORSE 
Water Service Library 


















For 
Cisterns 
or 
Shallow 
Wells 


now only $8475 


AC ORY 


Fairbanks-Morse 120-Gallon 
Home Water Plant 
The Fairbanks-Morse 120-gallon Home Water Plant con- 


sists of a genuine Fairbanks-Morse pump, a 60-cycle electric 
motor (other types of motors furnished to order), an 8-gallon 
galvanized tank, with all necessary controlling and _ protec- 
tive features 

The plant is self-contained; operates noiselessly, efficiently 
and automatically; pumps from cistern, shallow well, spring 
or lake, connects with any electric light circuit. Gives instant 


water service—at the mere turn of a faucet 


For Wells 


200-galle dane capacity pump, 60-cycle 
m illon galvanized tank, $115.00 
« abee “Ttist, f. 0. b, factory 

400-gallon per r hr apat ty pump 
60-cycle mot 35-gallon gl 


For Cisterns 


vanizec di tank, "$170.00 com 
plete, list, £0. b facto 
Larger sized plants 
proportionately low 


priced, Eleetri¢ 










Fairbanks-Morse & Co., 
Dept. I, 900 S. Wabash Ave., 
Chicago.— Please send _ the 
Fairbanks-Morse Home Water 
Service Library and complete infor- 
mation about the  Fairbanks-Morse 
Home Water Plant dealer plan 


Address . 
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Model ‘61-P 


Patent Pending 








Install Faucets that are 


NOT NICKEL PLATED 


‘‘Everbrite’’ Faucets are the most economical faucets 
on the market today, because they will unfailingly 
outwear any other. The silvery luster lasts indefi- 
nitely and the mechanical construction retains its 
efficiency. 


The most obvious weakness of the ordinary faucet is 
its nickel plated surface, which cannot be expected 
to hold up for long periods of use. Nickel plating is 
thin and soon succumbs to scouring. Everbrite Metal 
is solid white all the way through; scouring has no 
effect upon it except to preserve its brilliance. 


Everbrite Metal is a synthetic alloy of the cupro- 
nickel type. It is very tough and hard, and wonder- 
fully resistant to corrosion and abrasion. Brass, on 
the other hand, is a soft metal. 


There can be no question as to the longer life of a 
faucet made of Everbrite Metal. 


The superiority of the ‘‘Everbrite’’ is also apparent in 
its simplicity of design. 


Costs slightly more at the start—vastly cheaper in 
the end. 


Install them. 


Curtis Bay i & Iron Works 


BALTIMORE MARYLAND 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe. 


Ww HERE IS THE BIG NUMBER. AND 
ving a National Plumbers’ Convention Number, 
it tells, both in words and pictures, everything that hap 
«ned last week at West Baden. It’s a big story, is this 
convention story. Not only that, but it’s worth telling 
aye, and worth reading, too. Many things wert 
started, which, as time goes on, will build a bigger and 
a better plumbing business. 
Read, catch the spirit of the convention, and help 
make the next year a year of greater plumbing progress 
Samuel F. Wilson’s was an administration of real 
results. And [ but echo the industry when I say, “Thank 


you, Mr. Wilson. \Weowe you much—very, very much.” 


7. FIRST OF THE “TEN 
Different Plumbers” enlivens 


this page this week. The others 


Ten Different Plumbers 


\nd so I’ve found a master down in Florida who is 
proving that my “seems” are right \nd that being 
the case, | have asked Milt Marvels to tell you all about 
him next week. 

This master started only three years ago with a little 
more than nothing. Now he has something, and then 
some. No, he didn’t make the something out of real 
estate. Yes, he made it in the plumbing business. His 
men stick, and so do his customers. And their sticking 


helps a growing business to keep on growing. 


HIS WAS SAID A FEW WEEKS AGO, BUT |] 

feel | ought to say it again. Now that the convention 

season 1s over we are going to let loose in these pages a 

lot of good things we have been 
holding for lack of space. 

These articles, long and short, 


will include almost everything you 





will follow one a week for ten 
weeks. Keep up with them and 
catch their lessons. The lessons 
are short but to the point. 

This series may not be worth 
writing about, but, a vear’s sub- 
scription to a worn-out washer, 
vou can’t guess what happens to 


the tenth plumber. 


RIDGING THE GAP IN 
the Oil Burner Industry. 
That, or something like it, will be 
the title of an article next week. 
It is different from anything yet 
published. It makes plain a gap 
in the sale and installation of oil 
burners—a gap which only plumb- 
ing and heating men can bridge. 
At first thought it may seem 
that this article was prepared for oil burner manufac- 
turers. But second thoughts are generally the best. 
\nd, on second thought, it will be seen that the article 
points out most of the things plumbing and_ heating 
men should know in order to make a success of oil 
burner sales. 
Those who are thinking of selling oil burners (and 
who is not?) will get much good out of this article. A 
sort 0’ backhanded pointing out of points, I call it 


I MAY BE WRONG. PERHAPS I AM. BUT 

it has always seemed to me that a master who holds 
most of his employes is pretty apt to hold most of his 
customers. That’s the way it has always seemed to me. 





Ten different Plumbers, each with store so fine; 
One didn’t pay his bills, then there were Nine, 


can think of. They will cover 
many technical kinks, many bust- 
ness building ideas, and several 
things you may not have thought 
much about 

Word has been given to make 
all these articles interesting and 
easy to read. That done, they 
must vive exact facts—-facts that 
can be put to work earning dollars 


for all who put them to work. 


M"* WITH IDEAS ARE 
wanted in the plumbing and 
heating industries. And men who 
have ideas at hand, and then see 
that these ideas are put to work, 
will not worry over the decline in 
new building. Well, I guess not. 
Ideas at work always bring home the bacon. And be 
cause of this, we are going to broadcast a goodly number 
of workable ideas. 

The time has come when every plumbing and heating 
man will have to put his house in order. By that | 
mean he will have to do business in a business way or 
drop by the wayside. That’s a fact. The handwriting 
is on the wall. So, business building ideas are needed. 
They should be read, studied and used religiously. To do 


this is to build, and plumbing and heating need builders 


bun Zo 











ANOTHER NEW YORK DEPARTMENT STORE— 
A “TOLEDO”? JOB 


THE “TOLEDO” No. 1 O0— Operated by a ** Toledo” Power Drive) 
A MOST WONDERFUL TOOL FOR SMALL PIPE 


DOMESTI 


\ 
Nf 


TN 


KERING 








BIG, BUILDING SERIES No. 62 





This is Saks & Company’s new 
department store located at 40th 
Street and 5th Avenue, New 
York City. ‘*‘TOLEDO”’ equip- 
ment was used by W. _G. Cornell 
Company, Plumbing Contrac- 
tors, Gillis & Geoghegan, heat- 
ing contractors, J. Livingston 
Engineering Company, _ elec- 
trical and W. L. Fleisher Com- 
pany, sprinkler contractors. 
Just another exclusive ‘‘TO- 


LEDO” job. 
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This ‘‘TOLEDO”’ No. 100 P. D. threading device is 
without a peer among small pipe threaders and its 
efficiency is being rapidly recognized by Power 
Drive owners. | 


It will thread 1l-in. pipe in 11 seconds, 2-in. pipe in 
20 seconds. It permits the use of a pipe cutter 
that will cut off l-in. pipe in 8 seconds and 2-in. 
pipe in 24 seconds. Compare these speeds with the 
time it now takes you to cut or thread pipe by hand, 
or even with an ordinary Power machine and you 
will realize why owners are so enthusiastic over it. 


It will pay you to further investigate this unusual 
tool. A post card to us will bring you full particu- 
lars. 


Mention Domestic ENGINEERING 


Canadian Licensees: 


when writing advertisers, 


THE TOLEDO PIPE THREADING MACHINE CO., Toledo, Ohio 


New York Office: 


50 CHURCH STREET A. B. JARDINE & CO., HESPELER, ONT. 
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The Plumbing and Heating Weekly 


HIS, then, is a little piece about plumbing and plumbers. 
Plumbing is a profession to be proud of. The plumber who is 
not proud of his profession is in the wrong pew, in a manner of 
speaking. For, among all the es- 
sential employments, none is more 
essential than plumbing. It begins 

with life and ends only with death. Through all the 

vears, from the cradle to the grave, plumbing is man’s 

best friend. © Think of it. In the home, in the big 

building, on the sea, in the air—wherever man goes, there 

too, goes the work of the plumber. © The great prog- 

ress and civilization, which we enjoy, and of which 

we like to boast, could never have been built and a 


e = - r re 
could not exist without the work of the plumber. yg _ fae 
, ° 5 e 7 — —— ral 
Why, without the plumber Broadway in New Sper coeexrueS 
York, State street in Chicago and Market street ee 
in San Francisco would be little more than cowpaths, 
along which disease and death would tag passersby. , = 
© Yes, plumbing is a profession to be proud of. It oo? ie 
gives health, prosperity and happiness to the world. 30 Oe 
Not only does it benefit men, women and children, but it 7h ° 
J ’ ’ re: 
» i e4 ve Sif 


makes better every breathing thing. © Plumbing is a 
great work. It is the foundation of all other work. 
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Plumbing is the work of all work that WN «Bane ® 

‘ — ’ Ag be 
should be done well. All work is divine, al a 7h 
if it is good work. But none is more NS 


divine than plumbing—than sanitation. 

















reguiar habit of his This 
job is at Fort Smith, Ark 
Did you see him clog dance 
at the mvention? We 





“The Eternal Triangle,” suggests the 

photographer of this picture but no, a 

better title would be “The Big Three’ of 

the supply house of Mesiter Bros. & Bracht, 

Tulsa, Okla. They are E. C. Bracht, Miss 

Jennie Harriss and S. H. Haas of that 
concern 











It was at the 1924 Convention at Lex- 
ington, Ky., the home of hospitality, 
and by no means the least hospitable at 
this convention were the men pictured 
above, who reside at Lexington. They 
are W. C. Moores (left) and J. J. Fitz 
Isn't she a beauty? Probably gerald, two of the veterans of the trade 
) 1e Bath a 








Day whict 
She the 
Kelley, f 
Ky and 


Kelley 


Allow us to present 
Walter Denson, a 
heating contractor of 
Columbus, Ga. He is 
one man worth while 
knowing. He was 
formerly with the 
American Radiator 
Company but is now 


It is George Williamson of The Mouat Vapor Heat- 
if ; 
making business step 


g C with the happy smile. The others, top row, 


are C. H. VanVorst and H. C. Leonard of Rob 





bins. Gamwell & Co Pittsfield, Mass. and R. T some in his Georgia 
Jones, Dur Pump Co., Dayt (@) At the lower home 
left f the picture is R. E yes, of the Dur 

Pump Co 





The habit of master plumbers bringing 


The two young men are from Rich- their wives is one of the finest things 
mond, Va. They are young in looks about conventions these days Men 
but not so young in experience. The work together better when they know 
tall one is Thomas J. Starke, Adv. each other. Here are Mrs. M. 


Dillman and Chas. Lynn of Louisville, 
y., at a recent convention 


Mgr. of Richmond Engineering Co 
the other S. C. Krause, same concern 
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Vice-President H. FE. Longley, of 
Wilmington, WN. ©. A big, pro- 
“ressive plumber; past 
state president; national director long 


nati, Ohio. A 


master 


last year 


anetive in 
work of Ohio 





Secretary KE. B. Kleine, of Cinein- 
friend and co- 
worker of President Vogelpohl; 
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Treasurer Richard J, 


Welch, of 
This will be “Dick” 
term as national 


Lowell, Mass. 
Welch's fifth 
he association treasurer; he is his own best 


recommendation 


NATIONAL ASSOCIATION 
of MLASTER PLUMBERS wn 


EST BADEN, that fa 
mous resort in the hills 
of southern Indiana, has 
discovered something 
new under the sun. The 
West Springs 
hotel entertains guests 
play, 


Baden 


who come to 
guests who come. to 
guests who 
Rarely 
guest 


work, and 





Samuel F. Wilson come to rest 


does the player 
break out of his or her class and work, or the worker 
waste much thought upon play, or the rester do more 
than rest. It isn’t done, you know—that is, it wasn’t 


done until the three days of June 24-26, when the mighty 


42nd Annual Convention 


Achievement of scholarship plan areal step 
in advance; apprenticeship correspondence 
training another milepost. 
president, Longley 1s vice-president, and 
Portland, Ore., 1s 1925 convention city 


Vogelpoh! 1s 


tide of the National Association of Master Plumbers swept 
into West Baden and inundated the West Baden Springs 
hotel with its wave after wave of delegates and their 
families and friends. The forty-second annual convention 
of the National Association was sufficient reason for this 
inundation, wasn’t it? If you were there you know it was! 


Yessir, the master plumbers and those with them 


certainly smashed all precedent at the West Baden Springs 
hotel. 
they were equally proficient at each In their play they 


They played and they worked and they rested, and 


set a fast pace. In their work ‘they accomplished far 
sighted, vital action with a promptness and vision not 
looked for in the average convention. And 
work and play were over, these plumbing and heating 
folks from everywhere in this land rested just as vigor 
ously, if one can rest that way. 


when the 
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iin the impossible was done 


noted on the floor of the ‘‘Atrium.’ 


contain shops of various kinds 





of setting the entire roof on 


inside guest rooms are shown in 
the four exits (above one exit 
gn) are open reception 
objects on the third-floor balconies 
ling fern with American flags 


honor of the convention Statuary 


vork was accomplished at this, 
nial session The statement is 


Now that vou're familiar with 





ird a guess that you want two Im 
wered Who are the 1924-25 offi 
greatest steps taken in the 


ood questions and the answer 


BIG MEN AND BIG DEEDS 


the National Association of Master 
President, John J Vogelpohl (Cin 


president, H. E. Longley (Wilming 

















The 


official photograph of delegates and guests attending 


the forty-second annual convention of the National 
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on,.N. C.); secretary, E. B. Kleine Cincinnati, Ohio), 
ippointed by President Vogelpohl; treasurer, Richard J 
Welch (Lowell, Mass.), re-elected, 

The most constructive, forward-looking steps taken by 

National Association at this convention are tabulated 
ere in brief form Complete details of these steps and 

their discussion on the floor appear later in this 
tory These steps are 

Approval of all of the recommendations for immediate 
ition on the scholarship plan. New York University is 
chosen as the educational institution in which the first 
tudent shall work under this plan A minimum sum 
of 35,000 1s appropr ated for the first vear and will be 
deposited immediately as a trust fund Such a sum is 
Oo be appropriated every year until the trust fund is 
ufficiently large to warrant its continuance in perpetuity 
for one or more students The amount of the scholar 
hip, $500, is to be paid by the Association to New York 
University each year for a period of four years for the 
maintenance of the first successful student 

Establishment of correspondence training school fo1 
apprentices living distant from large towns, as recom 
mended by Apprenticeship Committee The sum otf 


ENGINEERING 


>9,625, estimated cost of creating and maintaining the 
Correspondence Training Division for the remainder ot 
the current year, is appropriated for that purpose 

Approval of national ampaign Lor tandardization 
and for the adoption of a national plumbing code \l 
appropriation authorized for the president use it 
forwarding the projects. Every state delegation is empow 
ered to select a committee of five member to co-operate 
as auxiliary committees with the efforts of the Standardi 
zation Committee in the various states 

Definite action to thresh out diffieultic with manufac 
turers and jobbers Th flicers, or a committer are 
authorized to discuss with committee representil the 
manufacturers and jobbers th problems of Association 
members regarding (1) incorrect roughing-in measure 
ments furnished with fixtuie (2) re-installation co in 
replacing defective fixture (3) establishment of stable 


correct and dependable house heating boiler capacitic 
ind (4) sale of goods in dozen nstead of in units of 
ten or multiples of ten 

Change in constitution by-laws to give greater authority 
to certain important committee Which have been merely 
advisory The Apprenticeship Committe Conference 
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Educational Committee, Standardization Com 


mittee, Trade Extension Committee, Auditing Committee 
and Credentials Committee are made standing commit 


tees 


Master plumbers of Portland, Oregon, came to the 


convention with a most pleasing invitation——one that 
will interest every Assoviation member in the country 


The 1925 convention of the National Association of Mas 
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Jos. W. Cannon, Sr., Chicage, past president of the National 
Association of Master Plumbers, and Mrs. Cannon 








ter Plumbers is to convene in Portland, “The City of 
Flowers.’ So before you forget it, just make a note on 
your calendar that you're killing two birds with the same 
rock next Summer. Your 1925 vacation, says the note, is 
a trip to the Pacific Coast and Portland——and the enjoy 
ment you'll have before, during, and after the National 
Association convention will be as restful as the business 
sessions will be valuable. 

Now be patient a moment, and you will get the story 
of the forty-second annual convention Sut first you 
should know the personnel of the committees chosen by 
President Wilson, and here is the list: 

Resolutions Committee Jos. W 
chairman; M. J. Kennedy (New York); E. B. Kleine 
(Ohio); Wm. T. Orriss (New Jersey); E. D. Hornbrook 


Cannon (Illinois), 


( Missouri) 

Auditing Committee: Wm. F. 
chairman; R. J. Thomas (Texas); Andrew J. McGlynn 
(Massachusetts); John J. Shanahan (Virginia). 

Credentials Committee: Robt. H. Pflug-Felder (Penn- 
trickey (Colorado); Don Holt 


Mylander (Maryland), 


sylvania), chairman; J. P. 
(lowa); W. R. Dosher (North Carolina); Andrew Taaffe 
(New Jersey). 

Memoriam Committee: Alfred C. Eynon (Ohio), chair 
man; Walter D. Nolan (District of Columbia); Jacob 
Schuh (Wisconsin); Frank B. Lasette (New York) 
Wm. P. Goss (California); A. A. Zertanna (Missouri) 
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THE FIRST DAY 

ND now, having completed this summary of the 
A convention, let’s hurry to the convention hall. It’s 
going to be a warm session Windows are open, the 
lectric fans are whirring their best to stir the listless 
atmosphere to life, but it will require some really inter 
ting speakers to take the delegates’ thought from the 

oaring temperature 
Wilson is rapping smartly for 
ruddy-cheeked 


President Samuel F 
order You know Wilson, of course 
rather rotund, friendly, comfortably informal; a successful 

ister plumber who shows his ability in his methods of 
handling several hundred restless convention delegates 
It was a treat to study President Wilson as he kept the 
convention machinery greased, the convention motor run 
ning at the high speed required because of limited time, 
and the convention delegates at attention and in good 
humor, all without displaying temper or the hard-boiled 
attitude some men must assume in exerting authority 

The invocation will now be given,” announces Presi 
dent Wilson, and we stand in silence as Rev. L. G. Whit 
comb asks the heavenly blessing upon those who have 
come to seek the broadening and general improvement 
of their daily service to mankind, ‘America’ is sung, 
with a spirit that bespeaks genuine patriotism for our 
country and flag. Lynne Herndon, vice-president of the 
West Baden Springs Hotel Company, steps to the platform 
and tells us how glad he is we're all here. His words 
are pleasing to the ear. Some of the hotel service failed 
to achieve the high standards he promised, but that’s 
another matter. 

J. A. Gallivan, president of the Indiana Society of 
Sanitary Engineers, now comes before us with a welcom- 
ing word from his state organization. John J. Vogelpohl 
responds to the warm welcome with a short, snappy 
peech that scores as effectively as does Mr. Vogelpohl 
himself. You remember him, don’t you? He’s short, 
and healthily thin; his jaw and mouth set with a definite- 
ness that says to you, ““‘When I say something I mean it!” 
But that doesn’t interfere with his simple, democratic, 
perfectly natural interest in other men and what they 
do, and his friends are everywhere, 

And now comes a lady, and one who is out of her 
element ‘Tis Mrs. E. D. Hornbrook, wife of the only 
national past president who ever served three terms, 











Left to right: George C. Martin, William 8S, Eadie, Mrs. 8. 
Exrman, S. Erman, A. D, Weinberg, A. Walter and G,. J, Feld- 
kamp, all of Chicago 


and herself president of the Women’s Auxiliary. She 
comes to answer Mr. Gallivan’s welcome in behalf of 
her loyal organization, and she answers well. 

But we said Mrs. Hornbrook was out of her element? 
Yes, for she is so accustomed to doing things instead of 
merely talking. Perhaps you recall the Atlantic City 
convention last year, that notable gathering of masters in 
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the world of plumbing. A few spellbinders rose to talk 
on the scholarship plan, and then waved the flag and 
made the eagle screech regarding everything else but. 
When Mrs. Hornbrook saw that nothing was being done, 
this woman of action took the floor and put the talkers 
to flight with one terse statement, eleven short but 
dynamic words: ‘‘The Women's Auxiliary pledges one 
thousand dollars toward the scholarship plan.’’ That 
ended the oratorical fireworks It was now, to use a 
slangily appropriate expression, “Put up or shut up.” 

And this time, lacking the same crying need for deci 
sive action as at Atlantic City, Mrs. Hornbrook approached 
action as closely as possible by describing what the 
Women’s Auxiliary had done. As to membership, 1,076 
women were listed at the time of the convention, with 
indications that the memberships added during the con- 
vention would bring the total to about eleven hundred, 
she said. Then this able executive added a fitting climax 
to her dramatic announcement with which she had elec- 
trified the Atlantic City convention spellbinders. She 
stated in another of her famous short sentences that the 
Women’s Auxiliary had earned and had a check for its 
pledged $1,000 for the scholarship. What a fast pace 
of achievement these women do set! 


MESSAGES FROM THE PAST PRESIDENTS 

ELCOMES over, now comes a ceremony richly 
Or aca of the proud history and strength of the 
National Association, for it presents the former leaders 
whose efforts have built this history and this strength. 
This year the roll call of the past presidents finds only 
nine responding. A. C. Eynon (Ohio), president for the 
1911-12 term, greets the former executives on the plat- 
form and introduces them. 

The reading of Jeremiah Sheehan's name——-he who 
was a lovable man, an able leader of the Nationai Asso- 
ciation for 1891-93, and a worthy president of the Past 
Presidents’ Club—-strikes a tone of sadness. Jeremiah 
Sheehan passed to his eternal rest on February 29, 1924. 
Mr. Eynon feelingly describes his creditable Association 
career and the human qualities which brought Jeremiah 














Upper row: George W. Palmer, Lemoyne, Pa.; F. W. Behler, 

C. W. Brown, James S. Simmons and P. H. Smith, all of York, 

Pa.—Lower row: William Boal, William R, Buzby, William 
M. Ambrose and Jacob Bugger, all of Philadelphia 


Sheehan the affection of every person who knew him. 
A. A. Zertanna (Missouri) steps forward with a large 
bouquet from the St. Louis association, and places it in 
the vacant chair in memory of the deceased leader. 
Past-President P. M. Murphy (Illinois) answers to his 
name. “I’m awfully glad to be here,” he says, ‘‘and I 
hope these deliberations will be wise and successful.” 
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The acting chairman calls, “E. D. Hornbrook,” and 
we look upon the only man who has ever held the 
National Association presidency for three term 1901-04 


This short, heavy-set, strong-jawed, energetic leader is 











Top row: Mrs, A. EF. Cleary, Philadelphia; Mrs, and Mr, P. 0. 
Keffieman, Reading, Pa.—Second row: Mrs. George M. Hicks, 
Jacob Bugger and Mrs. J. Bunn, all of Philadelphia.—Third 
row: M. J. Feeney, Mrs. FE. Herman Moser, Mr. and Mrs, John 





R. Newsome, and Miss Grace Newsome, all of Philadelphia; 
Mrs. H. C, Foust, Reading.—Fourth row: Mr. and Mrs. W. W. 
Myers, of , Philadelphia; Morgan Evans, of Pittston, Pa.; 
Thomas Dempsey and M, J. Feeney, both of Philadelphia.— 
Fifth row: H. L. Stillwell and Wm. R. Buzby, both of Phila- ‘ 
delphia; Walter M. Jarman, Atlantic City; KE. Herman Moser, 
Philadelphia.—Sixth row: George M. Hicks, Mrs, Jacob 
Bugger, Wm. Boal, Joseph Cleary and Mrs, H. L. Stillwell, all 
of Philadelphia 


greeted by an extra long round of applause. In a few 
sentences he expresses his pleasure at being present. 
When W. H. Halsey (Wisconsin) is named, National 
Director George Reeke answers for this former president, 
who passed on several months ago. A bouquet is placed 


in another vacant chair to represent the spirit of the 
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departed leader of 1908-09——a spirit partially responsi 


ble for the excellent standing of the National Association 


today 

The acting 1 ! il ead Walter D Nolat nad 
the tall nerou proportioned 4 t presider fro 
the District of Columbia es his fellow-n bet \\ 
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At the top: W. PP. Bennett, Macon, Ga. (in business 64 years). 
Mo of. Hennessey, of TH. EB. Hessler Co... Syracuse, VN. Vv. and 
Jos. J. Cares, Baltimore, Ma. 


past presidents,”’ he aid wonder if the boys of the 
coming generation will carry on the work we have started 
Support your officers work with them as they work for 
vou, and we'll have no reason to fear 

Then A. CC. Evynon, acting chairman, reaches his own 
nhaiie, and steps forward to give us a message on. thie 
results obtained through complete co-operation in Asso 
ciation work 


Frank J. Fee (New York), president in 1912-13, leave 


a thought that is decidedly worth considering To b 
a member of the Past President's Club is a_ privilege 
that cannot be measured in dollars or words,” he said 
‘You know the Democratic Convention is in session in 
my city, and I certainly did hate to miss it But when our 
convention was slated for the same date there wa ul 

one thing to do and I did it Keep Mr. Fee in mind 


he is to be heard from on extremely important matter 
within a few hours 

A word from New England! Jas. S. Cassedy, that 
cholarly, logical, dependable bulwark of Association ac 
tivities, with his happy mixture of Harvard accent: and 
Celtic brogue, is speaking What impresses me most 1 


the loss of such men a Jeremiah Sheehan and W H 


Halsey It saddens me These men have done their part 
. 

they have left their mark At least there is that) com 

fort.’ Past President Cassedy (Massachusetts) was pres 


ident in 1915-16 
lL. D. McNamara (Missouri), the 1917-19 leader, take 


the platform “Tam only a past cog in the wheel that 
revolves this organization machinery Il also want to 
mention the great loss of Jeremiah Sheehan, whom I 


had known from the time when I was an apprentice 
‘Tam the youngest and most dapper past president 
is the fashion in which F. B. Lasette New York), presi 
dent in 1919-20, introduces himselt Continuing in more 
serious vein, he says, “It is you who must carry on, 


not the past presidents They have played their part in 

idership, they have done their best It is your turn to 
id 

come lo W. Cannon (Illinois), who led the 

0 tion in 1921-22 Tall, dominant, with a booming 

oice that wake the echoes, he receives hearty applause 

plus facetious cries of ‘“‘Louder! Louder!" He gives just 


brief word of welcome, as he realizes that the conven 


tion has none too much time for its actual business delib 


oach (Pennsyvivania), one of the three living 


arter members of the National Association, has an in 


resting thought to present Without the women we 
nen could never have achieved such progress, he de 
elat It 1 Ir Hornbrook and the women of her 


organization who have maintained the interest in = our 
organization and helped carry on Good tood for thought 
" 


for those too ready to use I’ instead of ‘‘we’ 


And George F. Uber (Pennsylvania) is the second of 


the three living charter members He takes the platform 

to reaffirm the tatement of Mr. MeCoach “Tl was 

twenty-twe ars Old when we held that first convention 

in New York City,” he said But do you know how 

\ miaste in Philadelphia run our meetings now? We 

and the women meet together, and that means that we 
ve real meeting Another good thought to digest 


PRESIDENT WILSON'S REPORT 
YITH proper honors accorded the leaders of the 
U \ssociation in past year we return to the imme 
diate present to hear President) Samuel F Wilson's 
report of his administration He mentions briefly the 
hange of headquarters from Detroit to Newark and the 
purchase of necessary new. office equipment The tinan 
cial condition of the Association, he says, is satisfactory 
despite the disbursements of $500 to the Utah association 

ind $1,000 for attorney’s tees in the Pfau case, 

The “California Resolution’ (to relieve the master 
volumber of responsibility for damage to his fixtures 
caused by other workers after his completed job has 
been approved’) has been put before the Committee on 


Contracts of the American Institute of Architects Three 














Some of the delegates attending the convention of the Na- 
tional Assecintion of Master Plumbers 


Association members in Los Angeles presented the sub 


iect to the chairman of that committee, who is a Los 


Angele architect The architects are in sympathy with 
the master plumbers’ efforts to eliminate this unfair 
situation While they doubt that the suggested solution 


an be incorporated in their uniform contract, the matter 
is to be placed before their next) convention, with 
prospect of some detinite action 


The Missouri resolution on identification card passed 


at the 1923 convention, the Board of Directors decided 
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was contrary to the Association by-laws Therefore this 
resolution was not carried out On the New York resolu 
tion regarding the auctioning of unclaimed plumbing 


goods by railroads, the cause of complaint was discussed 


with the Eastern Supply Association The chances of 
receiving relief through the railroads are slight Prob 


‘bly more definite satisfaction can be accomplished 
through an agreement between manufacturers and job 


bers whereby all damaged goods shall be returned te 


the manufacturer instead of being disposed of by rail 
roads 

The resolution authorizing the adoption, printing on 
cards, and distribution of a commercial seal to Association 
members has been put into effect, says President Wilson 
As the earlier distribution showed the impracticabilits 


ards from state associations whose dues 





of withholding « 
were unpaid, this practice was abandoned As the pur 
pose of the commercial seals was to encourage better 
public relations rather than stimulate earlier payment of 
dues, the president felt justified in this prompter dis 
tribution Commercial seal envelope stickers, and cuts 
for individual and association stationery and for news 
paper edvertising, have ulso been prepared and made 
available through local and = state associations The in 
coming administration should make every effort to en 
courage this most valuable form of activity 

The New York resolution on obtaining data regarding 
defective fixtures occasioned an investigation, which im 
mediately suggested the coverage of such loss by insur 
ince At least one local association has such an insurance 
plan in effeet as a mutual proposition among its own 
membership Unfortunately, no insurance company could 


be found that would issue a policy of this nature 





Upper pieture: Riehard Tretler and Bernhard A. Buge, both of 
outh, Ohio 





New Vork City.—Lower left: ©. A. Rauch, Portsr 


President Wilson at this point outlines his suggestion 
of an insurance plan operating in the local association 
Fach member shall pay into a separate fund 5 per cent 
of the total cost of the fixtures on each job Where 
defective fixtures are found, a special committee shall 
either induce the owner to keep the fixture and accept 
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an allowance, or persuade the manufacturer to replace the 
fixture, with the insurance fund paying the re-installation 
costs (Later in this convention a= resolution, offered 
by the Milwaukee Wisconsin, association, and asking 
the supply houses to establish such an insurance fund 
ind include the assessment in the cost of fixtures to 
the contracting plumber, was rejected.) 

The use of the term wrought pipe’ when ‘wrought 





tpper right: Geo. T. Heister, of Memphis.—Second row: G. 
t. Beehke, Green Bay, Wis.: J. 0. Naughton, Chiengo; red 
Schmidt, Portsmouth, O.—Third row: Bart Coffey, president 
Oregon Association; WW. VM. Luens, president Washington 
Association, and Chas. Fullman, secretary Oregon Associn- 
tion—Lower teft: J. Brah, Milwaukee, president of Wisconsin 


Association 


iron pipe’ is meant is discussed by President Wilson 
He suggests a resolution asking that purchasers should 
designate cach kind of pipe by its correct name: “steel 
pipe, black or galvanized,” or ‘‘wrought iron pipe, black 
or galvanized.” It also advises that the wholesaler, dealer, 
or contractor ascertain from customer before delivery 
Which kind of pipe is desired (This resolution, with 


minor alterations, was later passed by the convention. ) 


THE MEMBERSHIP DRIVE 
PHAWE membership drive is now described by President 
| Wilson The state and local associations, he says, 
co-operated heartily in almost every instance \ pros 
pect list was made from the mailing list of the National 
Trade Extension Bureau, after necessary eliminations had 
been made, and every prospect and his reasons for non 
membership were classified and filed in a permanent 
record for the benefit of future administrations. To 
stimulate interest in the drive President Wilson offered 
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as prizes thre ets of silk flags and six high-grade foun 
tain pen TI facts tell the success of the drive, as 
folloyv Member idded during year, 1,944 members 
dropped during vear, 4% net membership increase during 
vear, 1.499 The total embership of the National Asso 
clation at thi lat 1 











tpper pieceture: Richard J. Welch, Lowell, Mass., and J. F. 
Wallace, Denver, Colo.—Lower picture: Axel Peterson, presi- 
dent of St. Paul, Minn., Association; and Oscar Hvarven, 


Galesburg, Hl. 


The National Trade Extension Bureau, explains the 


president, deserves much of the credit for the successful 
membership drive It facilities for printing, mimeo 
graphing, mailing, listing, were placed entirely at his 
disposal, and without this assistance the cost would have 
heen absolutely prohibitive The trade papers also took 


every opportunity, through editorial comment and in 
other ways, to interest non-members and spur the enthu 
siasm of present members 

A new state association has been formed in Virginia, 
through the efforts of the Norfolk association West 
Virginia has organized a _ state association, following 
the disbandment of the Ohio Valley Tri-State Association 
The Utah association has also come into the National 
Association The Indiana Society of Sanitary Engineers 
was aided by the National Association in adjusting a 
bad situation in Indianapolis—a situation that had been 
hampering association activities in Indiana for the past 
three years Phoenix, Arizona, has organized a new 
local holding membership directly in the National Associa- 


tion. 
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At this point President Wilson takes occasion to praise 
the conscientious work of National Directors H. E. Long- 
ley (North Carolina), J. O. Montrief (Texas), J. F. 
Wallace (Colorade), G. F. Reeke (Wisconsin), A. V. 
Eidman (Maryland), J P. Perham (Massachusetts), 
T. F. Nolan (New York), Chas. Fullman (Oregon), J. S. 
Irvine (Michigan), J. H. Lutz, Jr. (Pennsylvania), A. J. 
Wilson (California), Treasurer Richard J. Welch (Massa- 
chusetts), and Vice-President John J. Vogelpohl (Ohio). 
The amount of President Wilson’s personal activities dur- 
ing the year is partially shown by this list of cities 
visited on Association business: Buffalo, N. Y.; Chicago; 
Evansville, Ind., three times; Indianapolis; West Baden, 
Ind.; Peoria, Ill.; Davenport, Iowa; Washington, D. C.; 
Camden, N. J.; Albany, N. Y.; York, Pa.; Wilkes-Barre, 
Pa., and Montclair, N. J. 

In the Pfau Mfg. Co. case, says the president, he paid 
additional attorney's fees to have the case appealed after 
the masters had received an adverse decision from the 
referee in bankruptcy of the United States District Court. 
gut the United States Circuit Court of Appeals upheld 
the verdict of the lower courts, and our men were only 
allowed participation in the assets of the bankrupt court 
to the extent of general creditors. 

The Board of Directors saw fit to place the handling 
of all convention arrangements in the hands of President 
Wilson. Separate files and accounts were opened at the 
executive office for this purpose. A complete accounting 
will be made and the balance turned over to the incoming 
administration as soon as possible. 

Next the president recommends that, in order to rectify 
certain inconsistencies and vest certain committees with 
the authority required in their functioning, the by-laws 
be amended to make the Apprenticeship Committee, Con- 
ference Committee, Educational Committee, Trade Exten- 
sion Committee, Standardization Committee, Auditing 
Committee, and Credentials Committee standing commit- 
tees, (This resolution, with minor changes, was later 
passed by the convention.) President Wilson also asks 
that the by-laws be amended to specify the convention 

















Group of New York State Master Plumbers 


date as in September rather than in June, and to estab- 
lish the fiscal year as from October 1 to September 30. 
‘This resolution was rejected.) 

Thanks are expressed by the president for the able 
services rendered by the National Trade Extension Bu- 
reau, and by the trade papers. Association members are 
probably not aware of the trade papers’ value in main- 
taining the solidarity and unity of purpose of the National 
Association, he explains. He also gives much credit to 
the Women’s Auxiliary for its untiring efforts. 

President Wilson concludes his report with mention 
of the loss of Past Presidents Jeremiah Sheehan (Mis- 
souri) and W. H. Halsey (Wisconsin). Past Presidents 
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D. McNamara (Mis 
souri) represented the National Association at the serv 


E. D. Hornbrook (Missouri) and L 


ices for Mr. Sheehan, while National Director G. F 
Reeke (Wisconsin) was present at the funeral of Mr 
Halsey. Sympathy is also extended to Past President 
Jas. S. Cassedy (Massachusetts) and his family upon the 


death of Mrs. Jas. S. Cassedy. 


TIME OUT FOR LUNCH 

“QO far, so good sut now President Wilson, who 
S probably teels an emptiness himself, is entertaining 
a motion for adjournment until afternoon, and the vot 
ing is all one way. One of the prominent memories of 
the Indiana Society of Sanitary Engineers’ convention, 
which was held at this hotel in March, is that the 
chef swings a mean ladle and a mighty frying pan. So 
we hurry down with cheerful hopes. Sure enough, those 
instruments of internal delight are as mean and mighty 
as ever, despite the demands made by a hotelful of master 
plumbers. We return to the convention hall in fine fight 
ing trim. 

And still the temperature is beating its own record 
“Why don’t 


vou take off your coat?” jokingly inquires one master 


Only a few of the delegates have appeared 


of the presiding officer, but with an urgent hope behind 
the joke. ‘Good idea!” comes back President Wilson, 
and does so, thereby establishing a comfortable style for 
which we all blessed him as we shed our heat genera- 
tors The comparative physical comfort enjoyed by the 
delegates in warm-weather attire kept them good-natured 
and probably was responsible to a degree for the con- 
structive work accomplished, 

The first business presented in the afternoon is a 
motion that all resolutions shall be referred to the Reso 
lutions Committee without debate, thus saving unneces- 
sary discussion. This motion is approved. The resolu- 
tions are next read and referred to the Resolutions 








Top: Thomas Clifford, Jr., Mrs. Thomas Dalton, Mrs. Thomas 
Clifford, Thomas Clifford, Sr., and Estelle Clifford, all of Glen 
Ellyn, Illh—Second row: C. G. Loomis, Salina, Kans.; 0. C. 
Robertson, Wichita, Kans.; J. J. Cosgrove, Eufaula, Okla.; 
Chas. Hunter, Kansas City, Kans.—Lower center: Chas, 
Barlow, Portsmouth, O0.—Bottom: Fred Feille, Paul Jacoby 
and Mrs. Jacoby, of Chicago; and C, 0. Gibson, Minneapolis 


Committee for action. We will give the sense of these 
resolutions later, when they are brought up for final 
action in the convention. 

Next comes the report of Chairman Walter E. Grub 
(New Jersey) of the Essay Committee. The first essay 
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was by E. A. Wheeler (Maine) on “The Science of Heat 
ing Water for Domestic Purposes."’ Hie describes the 
heating of water from centuries ago up to today, and 
emphasizes the desirability of selecting a water heater 
that will justify the master’s faith in it by the reliable 
service it renders the customer The Maine State Asso 
ciation of Master Plumbers, says Mr. Wheeler, retains 
the services of a consulting water heating engineer of 


broad experience to solve such problems for its members 




















Hugo Lippert and Jacob Schuh, both of Milwaukee.—Second 

row: W. A. Brown, FF. Grosch, C. A. Dreier and EF, ©, Wagner, 

Chicago. — Third row: Andrew O'Neill, Peoria, IL; Geo. 
Vranklin, and WM. L. Mandable, of Chicago 


This service is available to any members, and helps the 
inexperienced member avoid the serious mistakes that 
lower the standards of the plumbing business. 

Now Walter FE. Grub is discussing “Jobbing House 
Figuring Lists.’’ In his essay he condemns the practice 
of figuring the job before the master plumber has secured 
it, as this practice encourages the master who is incom- 
petent and unable to make good on the job 

Wm. G 
tion, and a power for constructive activity in that state, 


Jergner, past president of the Illinois associa 


offers a practical essay on ‘“‘The Efficiency of Our Em- 
ployes.”” Improperly trained journeymen, claims Mr. 
tergner, have a definite bad effect upon plumbing stand- 
ards. He goes on to show that only by proper and thor- 
ough apprenticeship training can we develop the men 
who will eventually become high-grade master plumbers. 
His essay receives prolonged applause from the conven- 
tion delegates. 

“A telegram from Kansas City,’’ announces the secre- 
tary. The Kansas City Women’s Auxiliary is sending its 
heartiest wishes for a successful convention. And Casper, 
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yoming, wire to endorse John J. Vogelpohl for the 

sidency and to recommend Portland, Oregon, as the 
convention it 

And now Robt. S. Binkerd, vice-chairman, Committee 

on Publi Relations of Eastern Railroads, addresses the 

convention on “TI American Citizen and His Railroads 





| At the tep: W. W. Meyers and Hugh Meklwee, Philadelphia; 
Rn. OB. Finn and G. ©. Martin, Chicago; Louis Steyerman and 


Mrs. Steyerman, Thomasville, Ga.; H. F. Bryant and Mes. 





Brysant, Bridgeport, Conn. 


What has that to do with the progress of plumbing and 
heating you SAN It a fair question Mr. Binkerd 
is an excellent speaker, and he presents plenty of facts 


on the unfair treatment of the railroads and the fairnes 


of their rate The discussion has a slight bearing upon 
our industt is re rds freight rates 

I rv big industry toda elling itself to the public 
Here is a railroad publicity man addressing a master 
plumber convention Ha a publicity man for the 
plumbing and heating industry ever spoken before a rail 
road executive national session? We complain that the 


public looks down upon or laughs at the plumber, but 
What have we done to offset it? If we won't spend the 
money to achieve a tenfold return of benefit through an 
educated public, whose fault is it? Think it over, master 
plumbers That address was a good thing along un 


intended lines 
MR. HANLEY ON STANDARDIZATION 
XHE report submitted now by Thomas F. Hanley 
| (Illinois), chairman of the Standardization Com 
mittee is the 
from Mr 


brief, pithy summary one would expect 
Hanley Slender, white-haired, he is, but his 
years of sound plumbing and heating practice are com 
bined with breadth of vision, foresight, energy, and a 
willingness to make personal sacrifices in accomplishing 
progress in the industry Thomas F. Hanley is a pillar 
of wisdom and strength in the National Association. 
Several sizes of range boilers have been eliminated 
following a conference with range boiler manufacturers 
arranged through the Department of Commerce, Wash- 


ington, D, C., reports Mr. Hanley. R. T. Rock (Con- 
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necticut), a member of the Standardization Committee, 
vaS present as a representative of the National Associa- 
tion 4 second conference was held at Chicago in May, 
it which Mr. Hanley represented the National Association. 
While the manufacturers have not yet agreed to specify 
the brand of materials, weight, thickness, and tensile 
trength on each boiler, nor to replace defective range 
boilers and pay cost of re-installation, these matters are 
to be reconsidered at a third conference to be held at 
the earliest possible date 

Storage tanks, states Mr. Hanley, were also considered 
it the Washington and Chicago conferences. The manu 
facturers submitted a schedule of eliminations, tappings, 
measurements, weights, ete., in all of which the associa 
ion representatives concurred Out of 336 storage tank 
ize only 14 sizes have been retained; 322 have been 
eliminated Can anyone question the value of standardi- 
sation in the face of those facts? 

Storage tank pressures, manholes, hand hold plates, 
and tempering coils were also standardized in diameter 
ind lineal feet of piping for each tank, says Mr. Hanley. 
The Standardization Committee at this point recommends 
in insurance plan covering defective fixtures and _ re- 


installation costs Brass traps have been considered, and 
1 considerable number of weights, measurements, and 
ize eliminated Standardization of slate products is 


being worked upon now, but the results are not complete; 
the same condition obtains for cast iron pipe 

Mr. Hanley also states that the United States War, 
Navy, and Treasury departments have submitted drawings 


concerning the standardization of plumbing fixtures in 





Beginning at the top, from right to left: J. M. Deutsch, 

secretary Ewansville Association; Miss T. Mahler, Evansville, 

Ind.; Mrs. Riedell and FF. W. Riedell, Decatur, UL; W. T. 

Hannegan, secretary Manhattan Association; J. A. Quinn and 

Mrs. Quinn, Miami, Fla.; O. J. Montrief, Ft. Worth, national 
director 


these departments. 
The Standardization Committee here suggests that, in 


Action is pending on this subject 


order to do more effective work, it be given status as a 
standing committee (The convention later took action 
to this effect.) In conclusion Mr. Hanley states that the 
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esponses to the committee's Standardization Question- 
naire indicate beyond question the real need of such work. 
Better than any report on the National Plumbing Code 
is the suggested code itself, which is already printed and 
on sale at the Government Printing Office, Washington, 
D In his report, therefore, Mr. Hanley includes the 
letters of Ira H. Woolson, chairman, Building Code Com- 
Herbert 


Hoover, Secretary of the Department of Commerce, both 


mittee, Department of Commerce, and Hon 











Left to right: Mrs. Robert Wallace, Winchester, Ky.; FF. OW. 

Davis, Wichita Falls, “ex.; Mrs. A. K. Lyon, Lexington, Ky.; 

Miss Flora Bentleys, Evansville, Ind.; Miss Carlysle Newton, 
Louisville, Ky., and Miss 8. Jackson, Louisville, Ky. 


of whom speak in very high terms of the value of the 
completed code. Mr. Hanley also urges that the National 
Association take action to create sentiment in favor of the 
adoption of this or a similar code (This was done by 
the convention; see list of constructive steps earlier in 
this article.) 


PROGRESS ON APPRENTICESHIP 
N the subject of apprenticeship, John <A. Quinn 
() (Pennsylvania), chairman of the Apprenticeship 
Committee, reports definite headway Publicity has been 
given the subject through lectures, conferences, leaflets, 
and magazine articles. Mr. Quinn himself has traveled 
nearly twenty thousand miles this year on this work, he 
Says 
The Nationai Trade Extension Bureau has signed an 
agreement with Dunwoody Institute, Minneapolis, Minn., 
whereby the plumbing industry has the use of the Insti 
tute’s excellent instructional material in this field. This 
will be printed as the “Standardized Course of Training 
for Apprentice Plumbers.” This text will greatly aid the 
establishment of apprentice schools 
During the year eighteen apprentice schools have been 
established, says Mr. Quinn, with a prospect of thirty 
more in the Fall. Joint apprenticeship committees have 











Beginning with the smiling lady with the lollipop and read- 
ing from left to right: Eliza Bessie Jordan ar Harry 
“Mayor” Hiram, of Anderson, Ky.; C. W. Wilson, Youngstown, 

0.; Mrs. G, B. Reeder, of West Bac 








been set up in some cities, as in Pittsburgh, where the 
Board of Education has accepted the training program 
formulated by a committee that included master plumbers, 
journeymen, manufacturers, and wholesalers as well as 


Inembers of the school board. 
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Surveys of labor conditions indicate, state Mr. Quinn, 


that this country has not more than 73,000 journeymen 


plumbers and not over 32,000 journeymen steamfitters 


He estimates that not more than 5,000 apprentices are 
now in training With conservative figuring we hould 
be training not less than 12,500 apprentices right now 


he claims, so that the industry must at least double its 
number of apprentices before the demands for help are 


reasonably answered 





Wm. EK. Maher and Mrs. Maher, of Indianapolis (upper); J. 
A. Gallivan (seated), president Indiana Society; John Graham, 
Pittsburgh; T. Fo Nolan (Clower right), Albany, N. ¥. 


Ninety-five men have enrolled in the Correspondence 


Teacher Training Course offered by the Apprenticeship 


Service Department During February or March, 1925, 


two or three intensive training course will be given in 
leading educational institutions so distributed as to be 
reasonably accessible to the majority of the trade Mr 


Quinn believes that, with the increased activity along 


plumbing lines in state and federal teacher training 
courses, an adequate supply will be available within two 
vear 


The Apprenticeship Committee recommends that a Cor 








Mrs. H. Beyer, Philadelphia; Mrs. Chas. King, Mrs. Ww. F. 
Nylander, Mrs. Fred Groscup, all of Baltimore 


respondence Training Division of the Apprenticeship 
Service Department be formed for those apprentices living 


distant from large cities (The convention passed a reso 


lution to this effect, and appropriated funds to operate it 


for the remainder of the current year, 
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At this time President Wilson reads a wire from Na 


tional Director A. V. Kidman (Maryland) extending best 


wishe and th cretat authorized to respond with 
the association regret that Mr Eidman cannot be 
present 





Top: W. J. Edetbtat, Ft. Myers, Kla.—Lower left: ©. TT. 

Schlemmer, Cincinnati; Mrs. and Mr, Wim, Henderson, Gary, 

Ind.; Christinn Bachofer, Reading, Pa.; M. ©, 
York, N. Y¥. 


(regan, New 


Well, the end of a perfect day! It’ been perfectly 
full, and perfectly hot But delegates, sales representa 
tives, all of us forget the heat and the work when the 


evening's fun begir And why not There are solos, and 


quartet and faney dancing, and -but you ain't seen 
nothin’ vet! The real entertainment breaks loose when a 


dance orchestra with an honest-to-cgoodness sense of time 


and harmony settles itself for an evening of real stepping 
Not a person can keep his feet still, and no one tries very 
hard anywa) Talk about good-looking girls, and fine 
dancer well, just come to Portland next June and 


appreciate what you've been missing 


EDUCATIONAL COMMITTEE REPORT 

PHAWE Educational Committee puts its report before the 
| convention. thi morning (Wednesday) Chairman 
Frederick FE 


have been obtained in pushing “The Story of the Bath,’ 


Fladd states that remarkably good results 


and eighty-seven cities are now using it in their schools 
He puts emphasis upon the reward reaped by those mas 
ters who have placed “The Story of the Bath” in the 
schools of their vicinity, showing clearly the loss sus 
tained by the masters who are too listless to push the 
interests of their own business. 

Requests for a code of plumbing regulations, says Mr 
Fladd, have been answered by furnishing a code based 
on his own views However, he thinks that this matter 
handled |} 


which is now working nationally along those lines 


should be vy the Standardization Committee, 


Mr. Fladd comments upon the story written by Harold 


Cary and appearing some time ago in the Saturday Eve 


July 5, 1924 


ning Post (although Mr. Fladd does not name the writer 


material, he says, is objection- 


nor the periodical) The 


able because it is misleading The writer, according to 
Mr. Fladd, probably earned every cent he ‘‘saved"’ through 


the time spent in selecting, purchasing, and shipping the 


materials used Furthermore, the installation § later 
developed enough weakness and trouble to be most un- 
atisfactory These facts, although Mr. Cary admitted 


them in private correspondence, were never given the 
publicity that was allowed the original story. 

The educational work done by the National Trade 
Extension Bureau is helping the industry greatly Mr 
Fladd also emphasizes the value of the Secretaries’ Con 
ferences at Evansville In concluding he mentions the 
irreparable loss of D. R. Black 


member of the Educational Committee at the time of his 


Minnesota), who was a 


death 

Following Mr. Fladd’s report, Wm, D. Mellville (Cali- 
fornia) takes the floor to tell of educational activities in 
Angeles 


have “The Story of the Bath” for supplementary reading 


his territory. The Lo public schools, he says, 


J.C. Greenberg, Educational Director, Sanitary Develop 
ment League of Southern California, is pushing educa- 
Mellville 
Angeles trade school is attended by 131 apprentices, while 


tional work aggressively, says Mr The Los 


Sl members attend the bookkeeping class at night. Cali- 
fornia now has at least one and possibly two state or 
ganizer while Los Angeles has a local organizer No 
wonder the delegate from California wants to tell of such 
i record as this! 

The Conference Committee, reports its chairman, Wal 
ter D. Nolan (District of Columbia), has succeeded in 
having the plumbing, heating, and electrical work handled 
separately and kept out of the general contracts awarded 
for government buildings Progress is slow when dealing 
with the federal government, and a more complete report 
will be rendered at a later date. 

The routine procedure of business is broken at this 
Connecticut delegation. John M 


time by the Brady, 


member of their delegation from Bridgeport, was stricken 


ill and died just as he was about to leave for the con 
vention, on June 20. The delegation asks that a letter 
of condolence be sent to the family of Mr. Brady, and 
the motion is approved 

Vice-President John J. Vogelpohl now reads the report 
of the Board of Directors. Two meetings have been held 
during the vear, both at West Baden, Ind. The board 
has prepared a model set of by-laws for the assistance of 


local associations, and these are to be distributed upon 











Maryland delegates at the convention 


request Various resolutions were approved and passed 


to the president, or disapproved President Wilson was 
empowered to put the membership drive into execution 

The board voted to alter the commercial seal of the 
follows 


National Association as “A Sign of" to be sub 


tituted for “‘An Assurance of,"’ and “Better Installations”’ 
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to be substituted for ‘Correct Installations.” (This Now we are addressed by Cha K. Foster, vice-president 
change was approved by the convention. ) of the American Radiator Co., who talks on The Pro 
And then more telegrams arrive! One is from the motion of Better Relations between the Manufacturer and 
National Association of Building Employers, extending the Master Plumber.’ He recites the old story of the man 
good wishes to the convention The second was from who was moving to a new town, where he would find 
Hon. Franklin D. Jones, scheduled to address the conven 
tion on “Trade Associations and the Law,” who regretted 
his inability to be present 
But we have another real speaker with us. Vice-Presi 
dent Vogelpohl now introduces Judge Edwin TT. Dixon, 
of Cincinnati Judge Dixon, who has known Mr. Vogel 
. pohl for many years, gives some interesting opinions of 
our vice-president’s general worthwhileness and tells us 
we ought to appreciate him. The judge goes on to tell a 
, : string of jokes that strike the masters just right His 
i serious discussion on the danger of judging oftice holders 
by the party stamp is also genuinely appreciated by the 
convention. 
; About this time President Wilson is seeing an oppor 
tunity to get some real work accomplished But those 
opportunities never last long enough to be captured 
“Boom! boom! boom!” resounds an oncoming bass drum, 
and within a moment the hall is invaded by the brass 
band of the Standard Sanitary Mfg. Co., from Louisville 
, They are asked discreetly how much time they need for 
: their serenade, and five minutes later have gone on to 
unconquered fields 
Among the resolutions is one asking that a field man 
j be selected by the National Association for the purpose 
| of taking memberships. This resolution, presented by the 
Pennsylvania delegation, is so worded that the member } 
ship solicitor seems to be wanted for Pennsylvania only 
As a matter of fact the Pennsylvania delegates are ad 
| vocating the employment of a solicitor available to every 
: state. This measure fails to meet approval 
The report of Treasurer Richard J. Welch (Massachu 
setts) shows a very satisfactory condition of finances 
, | 
' 
: i 
| Upper pieture: W. PP. Reardon, ©. bo. List and Jos. A. Weldon, ‘ 
| all of Pittsburgch.—Second picture: A. HE Pteifer, ond J. Ub. 
E ‘ ] Bilheimer, Jr., both of Little Rock, Ark.—Third picture: y - ; 
| a i] MV. Dugan, Mekeesport, Pa. ¢. BL Connetley, John Hl. Keane, 
' i secretary, Pittsburgh.—Lower pieture: Hb. Ilulseman, A. 
| [ P. Eberlin, J. OC. Stephan, William J. Woolley, manager, and 
j . bk. oF. Bowman, all of National Trade Eivtension) Burenu, 
| ‘ ’ Eivanssille, Tad. 
4 ) 
: exactly the kind of neighbors he had in tl other town 
See Mr. Foster frankls tite that h organization will be 
ans f Mo! glad to iron out any. problet if it is approached ina 
45. EP reasonabl: pirit 
a q Some most constructive information on standardization 
*% is also placed betore the convention D Mr. Caldwell, of 
the Division of Simplified Practic | Department of 
| Commerce He displays tereopticor ike to illustrate 
the standardization efforts carried on in various indu 
| tries lire lo waste in ix leadin Industrie the 
definition of simplified practice its value in a shoe busi ' 
= ; “ ness, ete., are shown In compact form His division, Say 
Mr. Caldwell, will be very lad to render assistance to 
A. J. Wilson, of San Francisco Clower left); T. Bunnecke, ; 
Mine Kathrine King, Mics Bennie Mylander and W. MH. Yewen, ®"Y master plumber needing It 
all of Baltimore 
i THAT MASTERLY SCHOLARSHIP PLAN 
3 With $15,000 invested in Liberty Bonds, the balance YOR about three yee Past President Frank J. Fee, 
is $11,830.04 | chairman of the Scholarship Committees has been 
Again we hear the approaching band, This time it working on the scholarship project with Past President 
carries two messages on large signs: ‘‘Kentucky Solid Jas. S. Cassedy and President Wilson Results were slow 
for Vogie’’ and ‘“‘Vogie, Ohio’s Unanimous Choice.” in materializing they would be on such an ambitious 
q *™ 
f 
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plan—but now the expenditure of energy and enthusiasm 
is returning in the form of complete success for the 
plan It will work t A 

Every year one oung man from among the sons of 
master plumbers who belong to the National Association 


Shall be chosen to take the course of Sanitary Engineer 











tpprer picture: Group of Wisconsin guests and delegates.— 


Lower picture: Mesdames 0D. J. Collins, Jas. Ri 





s, Henrys 


Ryffel and John Corrigan, all of St. Louis 


ing with the aid of the National Association scholarship 
Any association member's son who has graduated from 
high sehool, i of good moral character, and has served 
at least one year in the shop, may take the college 
entrance examination for this scholarship It is awarded 


to the person ranking highest in this examination 


i estimated cost of the course is $1,000 per year, 
which includes tuition, room rent, books, meals, and mis 
cellaneous expenses (This estimate is based on costs at 
New York University, the institution in which the first 
cholarship student will begin his Sanitary Engineering 


course. ) Half of this 


mount, or $500, is paid to the 
educational institution by the National Association every 
veal 

The amount of the scholarship has been determined by 
careful thought \ maller amount would lessen the 
incentive to try to capture the award, and would prevent 
the Association exercising the restrictions that govern 
the award now \ scholarship sufficient to pay all ex 
penses, however, would not be wise. The young man will 
appreciate his opportunity more if he has to earn it 
through hard struggle instead of having it handed to him 

New York University was selected as the first institu 
tion to co-operate on the plan because it was able to 
rearrange its curriculum to include a course in sanitary 
engineering \s time goes on similar arrangements will 
be made with other recognized educational institutions 
in other sections of the country 

The subjects covered in this course are of two kinds 
those chosen for their practical application to the prob 
lems of sanitary engineering, and those selected for their 
cultural value in broadening the mental and moral calibre 


of the student The graduating student will be mentally 
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and morally a real man, as well as being a_ practical 
anitary engineer-—and such leaders will put the plumb 
ing and heating industry on the high plane where it 
belongs The courses are 

First Year. First term: principles of engineering prac 
tice; mechanical and freehand drawing; general chem- 
stry experimental chemistry of qualitative analysis; 
review trigonometry and analytical geometry; rhetoric 
and composition; fundamentals of speech; bookkeeping 
and accounting: physical training Second term: descrip 


tive geometry general chemistry qualitative analysis; 


advanced algebra and calculus: mechanics; rhetoric and 
composition; physical training 

Following the first year’s work the special course 
(which most men having the scholarship will probably 
prefer) requires the student to work during the Summer 
in a plumbing store in his nome town, the store to be 
designated by an Association committee Full university 
credit is given for this work-—-the same credit as if the 
work were performed at the university 

Second Year.—- First term: drawing; properties of ma- 
terials; surveying; engineering chemistry; calculus; heat, 
light, and sound: technical writing; physical training 
Second term: principles of economics; surveying; analyt- 
ical mechanies; calculus; magnetism and electricity; sur- 
vey of scientific literature; physical training 

Also following the second year’s work the student will 
work for the Summer in his home town, in the store 


designated by the Association, with full university credit 


viven 
Third Year.——First term bacteriology; experimental 
hydraulics; direct current machinery; applied mechanics; 


hydraulics and hydraulic motors; general geology; ap 
plied psychology, or English and history, or differential 
equations Second term: chemistry of metals and alloys 
used in plumbing; testing materials laboratory; alter- 
nating current machinery; foundations and masonry; 
graphic statics; heat power engineering; economic geol- 


ogy; American government 











Top row: Mrs. W. K. Anderson, W. K. Anderson, U. 8. 
Co.; Mrs. W. H. Beeler, New Albany, Ind.; 
Durbin, New Alb: 
Lutz, Jr., Harrisburg, Pa.; Mes. and Mr. Geo. Haines, Reading, 





y. Ind.—Lower row: Mrs. and Mr. J. H. 





Pa.; Jacob Dome, state secretary, York, Pa.; CC. Troutwine, 
state president, York, Pa. 


The student will work the third Summer, except that 
the Association and the university may, if they desire, 
assign him to a store located distant from his own town 


Fourth Year.—-First term: sewage and sewerage; mate 
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rials of engineering; mechanical laboratory; estimating; 
framed structures; advanced speech; business and factory 
organization; heating and ventilating; waterworks engi 
neering. Second term: engineering law; thesis (Sanita 
tion); Engineering Forum (public speaking); industrial 
relations and employment; plans and specifications; archi 
tectural engineering and estimating: sanitary engineering 
design; heating and ventilating 

The fourth Summer the student will work, but for this 
period it is absolutely required that he be employed in a 
plumbing store in a first-class city designated by the 
Association committee and the institution He will con 
tinue working here for the first term of the fifth year 
At the end of this period, he will receive his Sanitary 
Engineering degree after he has presented a satisfactory 
thesis Thus the special course is completed in four 
and two-thirds years 

The student may take the regular four-year engineering 
course and not work in the Summers, but six years will 
be required to earn the Sanitary Engineering degree, or 
an extra one and one-third vears 

The Scholarship Committee’s recommendations are ap- 
proved after Mr. Fee and Mr. Cassedy have given all 


details of the proposition Thomas F. Hanley (Illinois) 




















Upper pieture: Mrs. H. FF. Ryffel, Mrs. BD. J. Collins, Miss 

Lucille Ryfel and Mrs. Jas. A. Reis, all of St. Louis.—Second 

pieture: Mrs. J, J. Lawler, Mes. Harry Schurer, Springfield, 

Mo.; Mrs. J. P. Brickey, Denver, Colo.—Third row: Mrs, Fred 

Hacker, Miss Bess Reilly, as Miss Columbia; and Mrs, W. H. 

Cowger, Kansas City, Mo.—Lower row: Mrs. W. F. Mylander, 
Baltimore; and W. F. Mylander 
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“J 
we 


moves that the rules be suspended to permit immediate 
action on the appropriations required, and the measure 
goes through on skids 

Never was there a finer commentary on any association 


than the fact that this far-sighted project-—a project that 














Upper row: Wain. TH. Mitehell, Baltimore; Chas, H, Frederick, 

chairman Baltimore delegation.—Center: Carl Thiele, Jasper, 

Ind,.; Alex Craig, Evansville, Ind.—Bottom: b. A. Beier, Mrs. 
Beier, Mrs. Briekey and J. PL Briekey, St. Paul, Minn. 


will benefit only posterity, and allow the present Asso 
ciation only the pleasure of paying for its establishment 

was approved by this convention without a dissenting 
voice “Thev Builded Better Than They Knew.” Yes, 
and thev're still building that same way! 

Dean Clifford D. Connolley, of the Carnegie Institute 
of Technology, Pittsburgh, asks the privilege of the floor 
to express his praise of the scholarship plan His institu 
tion is right with the master plumbers on this matter, he 
says, and he promises that Carnegie will have its course 


in Sanitary Engineering as soon as arrangements can be 


made 

Once more ‘tis evening Once more we unfold the 
napkins, and discuss the day’s events, and await the 
offerings of those ebony-hued sons of Africa Some of 


those natives of the Dark Continent sure could take a 
business-building hint from many of the master plumbers 
they served. F’r instance, the darky whose disposition 
was suffering from either toothache or dyspepsia all day 
Tuesday and Wednesday and through Thursday’s lunch, 
and who didn’t mind showing it whenever a little service 
was needed Thursday evening, when the homegoings 
were to begin, he reversed his tactics, and with a smiling 
countenance suggested second orders of chicken and cups 
of coffee. ‘‘Freely ye give, freely ye shall receive’ was 
his motto, and he’s probably wondering yet why he 
didn’t! 

3ut the orchestra has swung into a lilting melody, so 


why linger? Music like that wasn’t made to be wasted! 
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Y« i ! I nees? The tw tep and man who can sway an audience with little effort—remarks 
1z t t the or infortunates are that change isn’t necessarily improvement Forget the 
the er} fox-trots that they pellbinders and the cellar shops and discuss the proposed 
oO e ’em! And when step The burden is on those who want the change to 
troll out to prove its value, he claims Mr. Fee, another past presi 
| nd daughter are dent, argues along the same lines He calls the resolution 
\ nore could one ask? non-constructive, and points out that when he was presi 
Ls k to thie vel I rol ili! Toda (Thursday) the lent hi secretary left him to go to the vice-president 
lesk i potted ith t ! Wi EK. Goodman (Mil even before the vice-president had been elected E. B. 
best wishe Past President Kleine (Ohio), member of the Resolutions Committee, 

Dp. H hy ( ere | ! a succes ilso opposes the project 
nvention and regrets he is not with u So do we Chas. U. Neumann (Connecticut) comments that changes 


may not do what they’re expected to. He tells of the 





Connecticut bootleggers who, being told of the incredible 
peed at which sound travels, brought their schooners 
iround the end of Long Island and now travel on the 
Sound And President Wilson sees nothing to be gained 


by having a permanent headquarters. Personal contact of 








At top: Miss Verna Nicholson and Miss Katherine 
King, both of Baltimore.—Bottom row, left to right: 


James Lowe, of Memphis, Tenn.; Miss Jos, W. Cannon, Jr., executive sec- Mr. and Mrs. M. LL. O'Malia, Mr. and Mrs. Ernest 
Louixe Woolley and Mrs. Wm. J retars, National Association of Norman, Mr. and Mrs. John J. Cahill, all of Evan- 
Woolley, of Evansville, Ind. Master Plumbers ston, Til. 
RESOLUTIONS the president with headquarters activities cannot be re- 
PYNti! tesolutions Committee report is being read by placed by the efforts of any clerk, he says. 
| Chairman Je W. Cannon (Illinois) Many of the Put to a vote, the motion is lost. 3ut there are a 
resolutions that  v approved have been mentioned number of reasons for thinking that it will remain a live 
earlier One not spoken of before was the successful issue. One well-known master plumber, who never speaks 
motion to } de of ethi prepared as a service and unless he has something to say, remarks, ‘I’m willing to 
inspiration to Association members bet that the National Association will have permanent 
One measure is well worth attention—-the resolution headquarters within three vears.”’ We shall see, we 
that permanent headquarters be established for the Na shall see 
tional Associatior r} Resolutions Committee does not 
concur in this resolution Ek. D. Hornbrook states that THE NATIONAL TRADE EXTENSION BUREAU 


the Association is in no position to take such a step EPORTING on the progress of the National Trade 
Wm. J. Lang (Illinois) asserts that the National Associa Extension Bureau, Wm. J. Woolley, secretary of the 


tion should establish uch headquarters and = achiev: Bureau, shows a continual climb upward in work done 
greater efficiency in the conduct of its business He i ind results accomplished. The Bureau has now been op- 
given generous applause enough to indicate that senti erating for five years, and at this time only 27 per cent 
ment is rather evenly divided on the suggestion Chas of its income is devoted to operating expenses In 1923, 
Hunter (Kansas) agrees with the previous speaker; more for the first time, the receipts exceeded the budget. 

efficiency must be attained Mr. Hanley rises and takes Mention is made of the good work done by E. L. Bow- 
sides with the two who have spoken before A per man, director of the Apprenticeship Department. It was 
manent headquarters is absolutely essential, he says Mr. Bowman who made arrangements to secure the ap- 
And he is applauded warmly prenticeship instructional material from Dunwoody Insti- 


Then the other side returns the fire Mr. Cassedy—a tute In the Accounting Service Department the aid of 
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V. L. Peavy has been enlisted in the organizing of account- 
ing classes in various cities, and since February Mr. Peavy 
has organized twenty-nine such classes with a total at 
tendance of 275 master plumbers or heating contractors 
The president's flags, offered as prizes in the member 
Newton, Mass., Philadel 


phia, and Lowell, Mass., are the hard-working locals who 


ship drive, are now awarded 


carry off these insignia of good work done 
At this time a motion | 
be selected to prepare an article for the public press re 


vy Frank Fee, that a committee 


garding the scholarship plan, is quickly approved 

A telegram is also read announcing the sudden death 
of James EF. Baggot (Chicago), and the Association vote 
to send a telegram of sympathy to his family 

Chairman A. C. Eynon, of the Memoriam Committee, 
announces that ninety members of the National Associa 


tion have passed on during the vear Expressions of con 

















At the top: A group of ladies from Cincinnati, O.—At the 

bottom: H. FE. Rader, Wolverine Brass Works; H. G, Franklin, 

Geo. Mellor, John Doherty, H. O'Hair and W. ©. Tillett, all of 
Cincinnati 





dolence over the deaths of Jeremiah Sheehan and W. H 
Halsey are passed. 

Under ‘‘new business’? Mr. Hornbrook now brings up 
a serious condition as regards publie comfort stations 
He tells of the survey conducted by a committee of Kansas 
City master plumbers before the Shriners’ convention was 
held there. Two committees of eight men each, and 
working on different days, surveyed fifty-two city blocks, 
and the sanitary conditions found were deplorable. Many 
buildings had insufficient accommodations for their own 
people, and did not want other people using their facili 
ties. In one block a hotel had the only sanitary facilities 
to be found, and the other buildings used the hotel equip- 
ment. Some department stores frankly admitted that the 
space was too valuable to use for publie comfort stations, 
and were not interested. 

Temporary comfort stations were put in that were 
absolutely sanitary, states Mr. Hornbrook. Were these 
needed? During the four hours of parade, 2,522 women 
used the temporary stations, and 1,900 men used the 
men’s stations. 

Mr. Hornbrook urges that every local conduct survey 
to determine conditions in its own town, and then call 
upon the park board and the superintendent of schools 
to see that the necessary installations are made and the 
law complied with. He makes a motion that the National 
Association put its influence behind this activity, and do 
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all in its power to encourage the local associations it 


conducting these surves The measure is passed with 
out dissent. 
The last measure approved is a motion that the Board 


of Directors be instructed to take all steps possible to 





Top row: Walter Klie, Cleveland; Cli? TT. Schlemmer, Cin- 
cinnati; F. WH. Kaapp, president Pittsburg Water Heater Co., 


Pittsburgh.—At bottom: Mrs. W. b. Groseup, Baltimore 


have the injunction against the National Association lifted 

And, by the way, have you read the attendance figure 
for this convention? Registered delegates and alternate 
are present to the number of 479; 137 ladies are here 
the exhibitors number 146: and we have 167 guest the 


grand total being 929 Nothit to brace about. is it? ‘The 





At top: Seward Best, Quincey, HL, president Ilinois Master 
Piumbers’ Association.—Reading left to right, center row: 
innati, O.; Mrs. A. ©. Wilson, San 





Mrs. R. H. Kieserling, Ci 

Francisco, Calif.; BR. H. Kieserling, Cincinnati, and Mrs, 8. 

Beddinger, Cincinnatii—Lower row: G. HH. Wilson and H, EB. 
Jones, National Trade Extension Bureau, Evansville, Ind, 








ELECTION DAY! 


THILE evervone knows the name of the president-to 
be, it ntere ng to go through the election mo 
} 


gelpohl is nominated, the 





red Wille, W. J. 


reser, all of Chicngo.—Center row: T. J. Shields, Lansing, 


lop row: Biyth, Mrs. H. Breyer and Hf, 
Mich.: I. V. 


Detroit.—Rottom row: FF. W. 


Merrill, Saginaw, Mich.; and W. GG. Merbach, of 
Riedel, Mrs. Riedel, Mrs. J. BR. 
ator, Hil. 





Downing and J. KR. Downing, all of Dee 
nomination seconded half a dozen times, and he is finally 
elected by the close margin of a unanimous ballot. He is 
paraded to the platform by the hilarious Ohio delegation, 
and soon Mrs. John J. herself is brought in and escorted 
she kisses Mr. Vogelpohl like 
the young bride he looks to be Vogelpohl 


to the platform, whereupon 
President 
then extends his thanks and his promises. 

tut the election of the vice-president is far from such 
a love feast To start the ball a-rolling, J. J. Cosgrove 


(Oklahoma) nominates National Director H. E. Longley 


(North Carolina) Jas. S. Cassedy follows with a master 
ful speech in nomination of Charter Member Geo. F. Uber 
(Pennsylvania) And it’s right here that Don Holt breaks 


loose and gives the convention something to think about 
Well, 
when Don drifted into 


You don’t know Don Holt, of Sioux City, Iowa? 
few did about fifteen years ago, 
Sioux City on the posterior end of a friendly box car. But 
Sioux City couldn't help knowing him, once he got started 
Today he is president of the Sanitary Company there, and 
is recognized as one of the 


most progressive and far 


sighted master plumbers in the state of Iowa This in 
formation will serve to introduce Don Holt and to relieve 
young kid 


the delegates who thought that that nervy 


addressing the convention was proprietor of an alley 
plumbing shop. 


President Wilson recognizes Mr. Holt of Iowa, and the 
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delegate takes the platform He's not much bigger than 
1 pint of cider, hence the “patness”’ of his opening re 
mark For the benefit of those delegates who are craning 
their necks, let me say that I am standing!’’ Then he 
National Director J. F. Wallace 


(Colorado), in a speech that holds his audience to every 


nominates ‘‘my friend,” 


word He symbolizes the spirit of the West—this slim 
youth, with his confidence among older men, and a record 
behind him that justifies that confidence 
West, 


Keep an eve on Don Holt, masters, if your eyes can main 


And he speaks 
for the showing the real worth of its candidate 
tain that speed 

And then Past President Frank B. Lasette (New York) 
Nolan (New 


dates are in the field 


nominates Thos. F York), and four candi 


Nominations are seconded, re 
econded, and re-re-seconded, and excitement develops as 
a close struggle impends 
Buta hero is among us. Candidate Nolan steps forward 
That settled it, 


(North Carolina) sees 


and withdraws his name in favor of Uber 
R. Dosher 


the crisis and leaps to his feet to meet it The chair 


apparently But W 


recognizes the peppery Southerner 


Gentlemen,” he shouts, ‘‘we’re tar-heels down in my 


state! There’s tar on our heels; when we stop in a 


place we stick! Longley is the right man for vice-presi 
dent, and we're going to fight this thing out for him until 
the dust has settled!’ And more along the same lines. 
It goes over with a bang, and the audience is hardly 
settled from the fireworks and through expressing its ad 
miration when 


“Mr. Chairman!” Candidate Wallace takes the floor 











At top: W. F. Groseup, Baltimore.—At bottom, left to right: 
RnR. G. Thomas, San Antonio, Texas; W. H. Warren, Houston, 
Texas, and his daughter, Mary 
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‘L.would like to decline my nomination in favor of H. E. 
Longley.” The tide has turned. The early votes indicate 
a good chance for Uber, but it can’t overcome the impetus 
tarted by Dosher and sped up by Wallace. 
draws 174 votes, and Uber 149 It was as fine a thing 


Longley 


as one could ask for the conclusion of a convention 

Once more Richard J. Welch (Massachusetts) is chosen 
to be treasurer, E. B. Kleine (Ohio) is selected as Presi 
dent Vogelpohl’s secretary, and the convention votes a 
$500 remembrance to the retiring president 

Thursday evening? That last evening is the worst part 
of a convention in one sense. You've renewed old friend 
ships, just got them in order again, when the whistle 
blows and you must be on again, like Morgan the raider 
Some are able to stay over; but some always are lucky. 
But the happiest feature of the last greetings is that the 
old “Goodbye!” is away out of style; all we 
can hear is “See you in Portland!’ And when 
you say that, you've said something! 
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Philampa Club are: W. H. Ambrose, Jacob Bugger, Alex 
Steele, Hugh McCleve, John R. Newsome, and their wives; 
Miss Grace Newsome, Wm. Fox, E. Herman Moser, T. T 
Bunns, W. R. Smith, Philip Hering, R. H. Pflug-Felder, 
John A. Quinn, M. F. Feeney, Geo. M. Hicks, W. W 
Myers, Thos. Dempsey, Duncan A. Worrull, H. L. Stillwell, 
and their wives; Thos. O’Brien, T. C. O'Brien, Wm. Me 
Coach, Geo. F. Uber, Wm. Ball, John G. Ward, Wm. R 
Buzby, Mrs. Beyer, Mrs. Fernough, Miss Henderson, Mrs 
A. E. Cleary, all of Philadelphia; Mr. and Mrs. Geo. W. 
Palmer, of Lemoyne, Pa Mr. and Mrs. P. O. Keppleman, 
Mrs. H. C. Jones, Ralph Seidel, H. G. Yocum, all of Read 
ing, Pa Walter M 
Atlantic City, N. J Morgan Evans, of Pittston, Pa.: H. B 
Lentz and H. A. Lentz, of Peerless Selling Co., Philadel 


Tarman and Harry C. Moore, of 


phia; C. V. Haines, representing Philadelphia branch of 





Upper corners: (left) John A. Quinn, Philadelphia; (right) bk. L. Klemke, 
Memphis.—Center: Don Holt, Sioux City, la.; Jere Sheehan, Jr., St. Louts, 
—Bottom: V. J. Hagen, Sioux City; Henry Ryffel, St. Louis 


HW. DD. Grigg, of the Bastinn-Morley 
Co., La Porte, Ind, 


Notes of This and That 


HILADELPHIA went to the convention in great style. 
vs trip was made in a special section of the Com- 
mercial Express. Soon after boarding the train a special 
luncheon was served in the dining car and the committee, 
Geo. Hicks, M. T. Feeney and Wm. H. Ambrose did their 
best to make everyone happy Novelties in the form of 
caps, parasols and sun glasses were distributed and every 
lady was presented a box of candy. Fruit also was dis- 
tributed, and cards and story telling were the sports on 
the program. Sunday evening an impromptu vaudeville 
entertainment was given in the forward car of the train. 
The Philadelphia Master Plumbers’ reed band performed 
under the leadership of Bandmaster M. T. Feeney. Mrs. 
W. W. Myers, Philadelphia, obliged with one of her 
celebrated dances to the accompaniment of Thomas 
O’Brien’s accordion. Popular songs were sung. Monday 
morning a stop of one hour was made at Indianapolis. 

Enroute the Philampa Club was visited by Frank J. Fee, 
of New York, Chas. W. Neuman, of West Haven, Conn., 
and H. F. Bryant, of Bridgeport, Conn., president of the 
Master Plumbers’ Association of that state. 

Much credit is due the Philampa Club touring com- 
mittee for the success of the trip. The members of the 


Hoffman Specialty Co.; T. F. Dougherty, Jos. Cleary, of 
Quaker City Specialty Co., and R. C. Jack, of the Phila 


delphia office of “Domestic Engineering.” 


The Baltimore-Washington delegation wanted to see 
the town that the next national president would come 
from, so detrained a few hours at Cincinnati and made 
the balance of the trip through southern Indianny in a 
parlor car, from which they could better view the beau 
tiful rolling Hoosier country Among those in the Balti 
more party were Mr. and Mr Wm. F. Mvlander, Mis 
Bessie Mylander, Mr. and Mrs. Charles T. King, Miss 
Katherine King, Mr. and Mrs. Francis C. Dorsey, W. H 
Yewell, president of the faltimore local, Charles H 
Frederick, for thirty-three years financial secretary of 
the local and with a record of twenty-four previous na 
tional conventions, William H. Mitchell, Samuel J. Houck, 
Theo. Bunnecke, Lewis Morgan, Wm. H. Williams, C. J 
Jaumgartden, F. C. Nicholson, wife and daughter, and 
Mr. and Mrs. W. H. Groscup 


The Chicago delegation made the trip to West Baden 
in a special train over the Monon However, a large 
number of Chicago masters motored to the convention 
and found the highway map, published in a previous issue 


of “Domestic Engineering,” very helpful. With the Chi- 





























78 DOMESTIC |] 
Oy ! ’ nd J V. Cannon 
| 
| 
| 

| | 
! Ht. Schrimpf, BR. A. Scheffel, W. J. Lantz, CC. A. Kuebler, 
HM. OR. Bieher, HK. S. Shuey and H. 8S. Pettingill, all of the 
Duro Pump <A VMfz fo. Dayton, Ohio.—From “Domestic 
Eingineering™” photo taken at the National Convention at 

West Baden, Ind. 
! 1 trai that carried the Chicago del 
f Oo bro t tl \\ onsin delegation Among 
Viscor j National Director George F. Reeke 
Git Ba ! l Reel tate President Joe Bral 
M | HH h Lippert nd daughter, Gertrude Mr 
! \I \ I Z, l heb ran Harry Morri 
| ! J ) Mir nd Mr Emil Henock, L. R 
Kr i, M nd M 0. A. Waskow, Mr. and Mrs. George 
\ ) W. Har Walter Tesch, E. Donbeck, H. C 
Will Mike M ! WW I} r, Jake Belz, David 
ter! Mt ind) Mr ( Schuman ind Mr ind Mrs 
rs ! l t 
I ! ! ottor Louisiana-Mi 
7 d on hedule headed by Presi 
lent Paul lider Lafavett La Among the party 
. ly nd M H. L. Schwan of Biloxi, Mis and 
Hur r ¢ , ‘ () \. S. Rose A. J. Sciembra 
ind Lou App ! 

From \¥ |? West Baden, Ind by automobile 
nade I tri Those who made up 
thi tor | el My nd Myr (. F. Troutwine 
ind Mi Mar rr ! \I ind ir Jacob Dome 
vir nd Mr \ r.-3 Mi nd Mr J. S. Simmons 
M nd My ( \\ | I Mit nd Mr P. H. Smith 
Mi | ris | ) ) Yo Pa ind Mr. and 
Mr Christian B ot nd John Bachofer, of Reading, 
Pa 

Chik 0 ! Wor Auxiliary activities, 
1 refo natural that the Chicago local asso 
iation sho Ib p i] vell represented by the ladies 
Among the lac n } C) go party were Mesdames 
Lew N oO ] 1 eW er, ( } laffe, Jo W. Cannon 
W A. Bro Tho } Hanley W. D. Morant, R. H 
Brush, C. A. Dreier, J. G. Dillenburg, C. W. Alcock, Henry 
Brever, ¢ D. Harr H. G. Schoessling, W. P. Arnold, 
R. B. Finr Robt. | \ J. Sievert, Geo. H. Matthews 
C. Michalsk Her | KF. Kk. Pearson, Ralph Reedy 
G. Albin Nilson, Carl J, Stein and Cha Watson, and the 
Misses Nellie Rankil Pauline Clave Bessie Legler 
Theresa Herbert and Jennie Finn 

Out on the Pacific Coast their specialty is landing 
conventions And two men highly specialized in that 


July 5, 1924 


GGINEERING 

ork are National Director Charles Fullman and Bart 
Coffe Oregon’s state president, both of Portland Both 
vere present at the West Baden convention Nuff sed, 

City of Roses won 

Tt Philampa Club, composed of the Philadelphia 
delegate had a good time going to West Baden, but 
they id just as much fun on the return to the Quaker 
City There was something doing every minute on the 
Philampa Special eastward bound Candy was passed 
itround to the ladies and there were plenty of smokes 
for ! lusic and vaudeville were enjoyed and a 
lart g proved very interesting In this, William 
Ambro von first prize, a fine pipe, Walter M. Tarman, of 
\tlant ( second prize, also a pipe, Wm. McCoach, 

Philadelphi the third prize, a pocketbook Among 
the ladie who won prizes were Mrs. H. S. Stillwell, 
Philadelphia, first prize, a vanity case, and Mrs. H. E. 
Lonel of Wilmington, N. C., the second prize, also 
1 vanity ca Mrs. Longley returned via Philadelphia 
4 vote of thanks was given the touring committee, Geo. 
H. Hi ‘I. T. Feeney, and Wm. H. Ambrose, all of 
Philadelphia, and “Bill” Hair, traveling passenger agent 
of the Pennsylvania Railroad 

| Kansas delegation included Past State President 
Charle Hiunter, State President Oscar C. Robertson, of 
Wiel Secretary C. G. Loomis, of Salina, and H. L 
! of Hutchinson. They made the trip via Chicago 
ind arrived with the Chicago delegation on the special 
trall 

The Los Angeles delegation started for the convention 
May 29 but before arriving at West Baden they visited 
Vancouver, B. C., Lake Louise, Banff, St. Paul, Minne- 
apolis, Chicago, Detroit, Niagara Falls, 3oston, New 


Bedford, New York City and Washington. 


Louis Bruch, vice-president of the American Radiator 
Compan was an interested visitor on the last day of 
the convention. Mr. Bruch is a director of the National 
Trade Extension Bureau and attended its meeting on 
June 27 

H. KE. Heim, after journeying from Portland, Oregon, 
and making a display, journeyed from West Baden to 
Dayton, Ohio, for a two weeks’ visit. 

The Missouri Master Plumbers’ Association has pre- 
sented to the family of the late Jeremiah Sheehan and 
to the St. Louis Association beautifully engrossed copies 
of a resolution passed on the death of Mr. Sheehan 

Eb. Ellen, of Cleveland, who has been secretary of 
the Ohio state association for twenty consecutive years, 
was one of the most enthusiastic ‘‘Vogelpohl Boosters.”’ 














Co., Tell City, Ind. 


The exhibit of Knott Mfg. 





























Here is a picture of the 1896 convention of the National Assocta 
tion of Master Plumbers, held June 2, 3 and 4 in Cleveland, 
Ohio. The National Association was horn on Twenty-fifth 
street, New York City, forty-on ws ag The object of the 


first convention in 1883 was “Protection.” That is to say, plumb 


ers wished manufacturers and jobbers to sell through them and 
not direct to the public, and they thought by forming an ass 
tation they could better protect their interests lt the first 


The 


YEST BADEN is near French Lick, and French Lick 


is about as near Monte Carlo as most of us are 
likely to get, if you understand what I mean. 
Those who left the convention early left under suspicion 
that they had left much small change with a friend. And 


taden is a poor place to mix drinks. 
what'll 
saden water with the stuph that 


another thing: West 
4 man must stick to 
have? To mix the West 
flowed 


water or stick to—-well, you 


once from Kaintuck, which is just a few miles 


further south, is to make the mixer a good for 


an undertaker. 


prospect 


As a result, there was no mixing of drinks 


Conventionites cut out—oh, shucks, use your own judg- 
ment. 

The West Baden Springs is built like the Circle in 
Indianapolis, so the Hoosier delegation felt very much 


Every hall- 
And if 


But others were fortunate. 


quarter 


at home. not so 


way is a mile track—or is it a mile? 


one, in going to his room, turned to the left when he 
should have turned to the right, he was in for a good 
sprint. In fact, I met more than one guest who felt in 
condition to challenge Joie Ray. 


The meals were fine, and those who threw caution to 


the winds—if that’s where one throws caution—-and ate 
their fill, were compelled to drink water and cut out 
other liquid refreshment. 

West Baden is a good place to hold a convention, be 


there, delegates have to work. They can’t 


but. 
The sleeping was not so good. But 
of the the fault of a 


musically who, at 


cause, once 


do much else 
fault 
group of 


the time 


this was no 


management. It was 


inclined individuals, about 


79 





ONLOOKER LOOKS 


convention twenty-on tt were represented, most of them 
heing along the Atla though f plumbers 
from ( hi ld and hey mid f fown were present The 
assor ialion grew, a / t i mia pluml ng pr »blems. 
But the problems were loed and ned wisely, and thus the 
few who met at that first 1 ting “Butlded better than they 
knew.” And those wh niinue to meet m convention continue 
build wisely and well. Plumbing grows bigger and also better 
everybody else felt like ‘hitting the hay,"’ as we say in 
our set, felt like warbling maybe it was gargling 
everything that ever was warbled That wouldn't have 
been so bad had they stuck to the warble But they 
didn’t. One wanted to beat a drum, another found joy in 


pounding a water tank, and a few must have clanged the 


empty steam pipes Personally I preferred the cabaret 
singers or the Standard Sanitary band 
But, then, convention comes but once a year So why 
Sleep at all? 
conventions in general, and that of 


PEAKING of 
‘i the National Plumbers in 


particular, the election the 
from the ‘Empire State of the United States” 
the 


Master 
for all 


Association of 
delegation 
had 
visiting democrats 
the 


made up 
missed 
visiting 
the 
dents at the opening session and the election hour at the 
the 


by not staying home and 


To my way of thinking, hour with past presi 


closing session are two great hours at a national 


convention, 
The 
perspiration. 


past presidents are inspiration; the election is 


How they do perspire over their favorites for vice- 
president. They have as much trouble as the republicans 
had at Cleveland. All the candidates this “year are my 
friends. So if I could have voted, which, of course, I 


couldn’t, I would have become a repeater, and voted once 


for George F. Uber, once for J. F. Wallace, once for T 
F. Nolan and once for H. E. Longley. Longley, however, 
didn’t need my vote after his friend Dosher uttered the 


clinching words, ‘“‘We’ve tar on our heels, and where we 
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tand ‘ tick! | t settled it Dosher Tar Heel 
peech will live ir tory along with Bryan 


‘Crown of 


Thorn nd Cre of Gold ind other iper-heated 


1 
effu 

Nor should we forget Don Holt, the great little plumber 
from Sioux Cit He labored in a lost cause, so to speak, 
but he had } big moment Holt isn’t much bigger than 

minute or minute and a half And when he stood on 
the platform to speak there must have been much relief 
in the rear of the hall to know he was standing and not 
itt ’ 

Geors Ib nearl elected vice-president No 


itter Vhhat t ! do for hit whether he ever 
serve as vice-presider ind then as president-—he will 
live in the histor of the association as a great com 
noner For |} ! done much for plumbing, and, to his 
credit, if you 4 e, ha 1 little about it 
PYAHE unioadi: of special train carrying delegation 
| from every direction, filled the air with the spirit 
that make a convention a 1ccess Delegations came 
from Ilinoi \\ onsin, Missouri, Kentucky, Ohio, Penn 
lvani New York, New Jersey, Louisiana, Mississippi, 
Massachusett Tex and many other state 

Most of these arriving delegations made a lot of noise 
but ‘ vs thie kind of noise that put rood fellowship 
nd entl nto rowd Think of John Quinn, of 
Philadelphia, and a hundred and sixty-five others of about 
i ze tmentall mentally) parading through the aisle 
vit} t} y | zor) | nal 

To tell 0 the trutl which I alway aim to do, I wa 
o bu eeing so much, and an o full of what I saw, I 
in’t tell tl maltlest fraction of it The exposition was 
next to even-d vondet the convention was one of 
the best the ociation ha ever held the fellowship 
Wi trons the fun was intoxicating the ladie were 
beautiful What more should anybody want? 

TOOLLEY nd Iutz and Heatherton and Wagen 
W eller ind = Zertanna ind Benning, and severa 
other vere promoting their favorite sport golf, tennis 
baseball and bowlir but tl porting blood of many 

( ed to ey 0 Several porty looking men 
ore golt tos is they call them in shoppes”’ where 
price are high, but one can't always tell what one does 
by what one veal nh one No, one can't \ few 
ylaved volt thie manufacturer tean plaved baseball 
but o far as I could tind out. nobody bowled or tennissed 








The real sport of the convention was talk about price 
itting As soon aS two men met, no matter who or 
vhere from, the first question asked was, ‘‘Any price 
itting out your way?” 

Is there?’’ was the answer “Let me tell you about a 
contract that was let last week.’’ And then the match 
was on Friends might join them, their wives might 
be waiting for them, the jazz band might be doing 
its grand double forte, but the talk continued. 

Price cutting is the greatest menace—the most vexing 
problen facing the plumbing and heating industries 
The man who can find a way to stop price cutting can 
ell his plan for a million dollars and have a monument 
erected to his memory besides 

Edward Bok, vou remember, offered $100,000 for a 
way to peace Why shouldn't some plumbingly-spirited 
individual offer as much for a way to do away with price 
eutting 

As I wandered about talking and listening, I listened 
Reeke, FE. D 


Brownell and about a hundred other good men 


to George F 
( }) 
talk price cutting I listened for a solution of the prob 


Hornbrook, Charles Hunter, 
lem—-I even asked for a solution—-but alas, and also 
alack, they only sighed and shook their heads 

rounds, | talked with salesmen and 


AKING my 
] manufacturers 


shook their heads, 


about price cutting They, too 


though they didn’t sigh Some of 
he salesmen complained that enough plumbers hadn't 
visited their exhibits But others, particularly tool men, 
were in high glee. The tool men booked orders aplenty 


The women were a very important part of this con- 


vention And there were many of them, too. They 
came from everywhere I asked them what they thought 
of price cutting. Most of them hadn’t thought much 
about it But one woman—from Kansas or Missouri, I 


forget which—-had thought, and she was positive in her 
thinking. She said “Tt know my husband doesn’t charge 
enough for the work he does If he did we'd be sitting 
prettier than we are.”’ 

And so, as Ole 


in another way, that’s that 


Ander says, “There you are."’ Or, put 
Let me tell you this: The fellow and his wife who miss 
a national convention miss the best part of a year’s living. 
And that holds good whether the convention is held in 
Atlantic City, as it was last year, or West Baden, as it 
was this vear, or the Portland which is in Oregon, as it 


will be next year 














Standard Sanitary Mfg. Co.'s Band, which accompanied the 


Louisville delegation of master plumbers and which gave a 


delightfal concert 























at the West Baden meeting 























Back row, from left to right: William MeCoach, Geo. F. Uber, both of Philadelphia and both charter members of the National 

Association; John 8S, Irvine, Detroit; Jos. W. Cannon, Chicago; Krank B. Lasette, New York; Lawrence D. McNamara, St. 

Louis.—Front row, from left to right: James 8S. Cassedy, Cambridge, Mass.; Frank J. Fee, New York; Alfred ©.) Eynon, 
Canton, Ohio; Walter D. Nolan, Washington, D. C.; BE. D. Hornbrook, Kansas City, Mo.; P. M. Murphy, Chicago 


The PAST PRESIDENTS’ CLUB 


“HE Past Presidents’ Club is very exclu- 


sive, Before a man can be a member 


National Association Without doubt he is 


the oldest plumber in America in point of 


he must be a master plumber, he must service. At any rate, here is a record: Eighty 

have worked his way up to the highest office eight years of age 72 years a plumber; 65 

within the gift of the National Association, years a master; still actively engaged in busi 

and then he must walk the hot coals laid ness; ris every day at five o’clock; com 

down by the club itself. mutes fifty miles, from his home at Babylon, 
The club was organized at the Detroit Long Island, to his shop in New York City 


convention two years ago. The late Jeremiah Mr. Byrns could not be with the past presi 


Sheehan was the father of the club and its dents who were at West Baden, but his 
first president. The oldest past president at- thoughts were with them, and his best wishes 
tending an annual national convention is too, always For, once a worker in the cause, 
selected as president of the club. Thus, in the always a worker. That is the record. <A _ past 
absence of Daniel Finnerty, of Boston, and 
William H. Doyle, of Philadelphia, P. M. Mur- 


phy, of Chicago, the next in line, was elected 


president never really retire 

It is a great honor to be a past president 
It is a great privilege to be a member of the 
Past Presidents’ Club and to counsel and 
So far as is known William McCoach, Geo. advise and watch the upward march of plumb 
KF. Uber and John Byrns, of New York, are ing 


hie only men living who attended the organi All hats are off to the Old Guard, as they 








‘ation of the National Association of Master are called, though none of them is so old 
Plumbers in 1883. . when it comes to interest and loyalty and 
Mr. Byrns was the fourth president of the John Byrns comradeship 
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The WOMEN’S AUXILIARY 


HE Women’ Auxiliary of the 
of Master Plumber ] no 


National Ass 


longer a 


oclation 


small child 


that i ipposed to. be een and not heard No 
thank vou, the Women Auxiliary has been growing, it 
has been makings t usefulne felt it ha proved its 
worth, and today i recognized and asked to speak in 
meetin’,”’ as it were 


Today there auxiliaries in the United 
1,100. The 


remarkable, 


are thirt State 


with a total membership of practically growth 


during the past yvear ha been and at the 
convention, at West 


Atlanta, 


ixth annual 


24 to 26, the 


tjaden, Indiana, June 


auxiliary of joined the 


Georgia, 
National Auxiliary 
Two fine busine 


at West 
ind the 


and inspirational sessions were held 


faden, and these teas, 


like, 


together with rec eptions 


rounded out a very good Auxiliary con 
vention 

The first se 
Whitcomb and the 


Mrs. J Preston 
delegates 
Mrs 


during 


ion was opened with an invocation by 


singing of “‘America.” 
Perham, of welcomed the 


this 


Boston, 


with a and address To 


Newark N J , re 


ized the 


sincere pleasant 


Samuel F. Wilson, of ponded 


which she empha opportunity the mem 


bers of the auxiliary have for furthering the cause of 


better sanitation and better busine relations among 


master plumbers 


Memorial Exercises 


A beautiful and touching memorial service was held 
for members who had passed aways Mrs. FE. D. Horn 
brook, National Auxiliary president, called the roll of 


the departed The list wa long and included the fol 
lowing Mr Claude Smith, Mr John Brikley, Mrs 
Geo, Jorgeson, M1 John Sluss, Mrs. John Trainor, Mrs 
J. S. Cassedy, M1 Chas. Werner, Mrs. Alice Reynolds, 
Mrs. Patrick Murphy, Mrs. Patrick Tierney, W. H. Roth 


rock, D. J 
Hill, S 
miah Sheehan, 
Cotter, W H 


Shannon 


Collin Patrick Tierney, John J. Foy, A. T 
B Moodie, Jere 


Breyer, 


Louis Barne John Trainor, R 
Thos Chas. C 


Halsey, Capt. Henry 


Gaynor Timothy 


and Daniel J 


Gess 


During the exercise Mrs. Hornbrook read the last let 


ter written by the late past president, Jeremiah Sheehan, 


of St. Louis, in which his closing words were, “Every 
thing is all right.” 

The Memorial services closed with “Nearer My God 
to Thee,’ plaved by the orchestra, and a well rendered 
vocal solo, “The End of a Perfect Day 

The trade press brought greetings to the Auxiliary, 
and telegrams of good wishes were read from D. F 
Durkin, Jr., of Philadelphia, and Mrs. W. S. Nolan, of 
Washington, D. C \ telegram of congratulations was 
sent Mr. and Mrs. Durkin on the arrival of a new 
baby girl 

Reports and greetings were delivered by Mrs. Charles 
Zimmerman, president of the New Jersey state auxiliary; 
Mrs. James Gibson, of Ohio; Mrs. J. A. Diggle, of Indian- 
apolis; Mrs. Allen J. Weinhardt, of Indiana; Mrs. S. A 
Worrall, of Philadelphia, and Mrs. George Kearney, of 


Evanston, Ill 


Top row: 


The Scholarship Plan 

Frank J. Fee, of New York, father of 
that it Mrs. 
Women’s who put 
Atlantic 
greeted by the 
Mr. Fee 
hips for de 


the scholarship 


plan, remembering was Hornbrook, in the 


name of the Auxiliary over the plan 


it the City convention, last year, was warmly 


members present 


went into the details of the proposed scholar 


$1,000 


gave the plan its 


erving young men, and, besides the 


edged by the auxiliary, the auxiliary 
| 


inanimous approval 


The women have played a very prominent part in this 
cholarship plan, and young men of the future, who will 
profit from it, will praise the auxiliary for its generous 
work 

Past President Frank B. Lasette, of New York, and 
Matt Kennedy, past president of the New York State 
Association, gave brief but interesting talks. 

Speaking of “Your Place in the National Association,”’ 


John J 
Illinois 


Cahill, of 
Master Plumbers’ 


Evanston, Ul., past president of the 


Association, urged the auxiliary 

















Little, Ed, J. Williams, J. F. Me- 
Wilson, all of Youngstown, Ohio; and Mrs. 
Smith, Warren, Ohio.—Seated, Miss Mabel Wilson, 
picture: Mrs. S. A. Worrall, president 
of Women's Auxiliary of Vhiladelphia; 

Alexander Steele and W. R. 


Mesdames €, J. 
Laughlin, ©. W. 
Harry 8. 
Voungstown,—Lower 
Mesdames Wm. Fox, 
Smith, all of Philadelphia 
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to have a real objective He said that social affairs are 


ll right in their way and are very necessary in promot 
ing better understanding and fellowship, but an organi 
zation designed for social affairs only will fail 
harity and sanitation go together, said Mr. Cahill. And 


because this is true there is much work for women to do 


But, said he, before we can sell plumbing to the public, 


we must sell it to ourselves. 
Other Interesting Talks 

J. Preston Perham, of Boston, spoke on “‘The Tie That 
Binds,’’ meaning by this that the auxiliary is the tie that 
binds the members of a master plumbers’ association 
together. 

Wm. G. Bergner, past president of the Illinois Master 
Plumbers’ Association, in a short talk, suggested that 
it would be a good thing if a booklet could be printed 
outlining the work that an auxiliary can do Such a 
booklet might encourage the various auxiliaries to take 
up many constructive activities which otherwise they 
would never consider. 

Frederick E. Fladd, always popular with the auxiliary 
members, because he is always working with them in 
matters of education, had a very fitting subject, “Co-op 
eration,” 

J. J. Cosgrove, president of the Oklahoma state asso- 
ciation, spoke on “Our Faith in You.’ He has much 
faith in the work the auxiliaries have done and can do 

Mrs. Allen J. Weinhardt, president of the Indiana Aux 
iliary, in speaking of ‘‘Comradeship’’—woman as _ the 
comrade of man, the good fellow—-told of how the Hoosier 
organization raised funds to replenish its treasury.  Lit- 
tle bags were made and sent to the members, the idea 
being that for each rainy day each member would drop 
a penny into her bag. With each bag was sent the fol- 
lowing verse, written by Mrs. Chas. Wissel, of Terre 
Haute: 


Those little bags so very: blue, 
That Terre Haute ladies sent to you 


lam sure that you will agree, 
That it's a very good thing for our auxiliary 


Al penny for each rainy day, 


Don’t seem much, 1 am sure you will say. 


But if each one her part will do, 


Will mean quite a sum, this ts true 


Now I am no poet; that you can see, 


But we are all proud of our auxiliary 


So let all work through-out the year, 
That Indiana may have her share of blessings dear. 


For no difference how far you may roam, 


Old Indiana will be home sweet home. 


It was voted to send letters of thanks to Retiring 
President Samuel F. Wilson and to the trade press for 
the many favors extended during the year. 

Election of Officers 

There was so much harmony and so much satisfaction 
with the work of the year that the following officers 
were elected without a contest: 


President, Mrs. E. D. Hornbrook, Kansas City, Mo. 

First vice-president, Mrs. James A. Diggle, Indianapolis, 
Ind, 

Second vice-president, Mrs. John J. Cahill, Evanston, 
iil, 

Third vice-president, Mrs. James Gibson, Cincinnati, 
Ohio. 


Religion, 


E 
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Treasurer, Mrs. W. E. Cowger, Kansas City. Mo 


Corresponding secretary Mrs. Fred Hacker Kansa 


City, Mo 

Recording secretary, Mrs. John Kelly Chattanooga 
Tenn It may be of interest to Know that Mrs. Kelly is a 
master plumber, and is conducting the busine left to her 


by her late husband 

















Upper picture: Mrs. Thos, Dempsey and Mes. Philip Hering, 
both of Philadetphi 
ofer, Reading, Pa.— 


w—Center pieture: Mes. Christian Bach- 








cower picture, upper row: Mrs. Alex, 
Thane, Mrs. Charles Zimmerman, president of the New Jersey 
State Aunxilinry, and Mrs, Stellar, all of Morth Hudson, N. J. 
—Lower row: Mrs. W. Jacob, Miss FB. 

William Orriss, all of North Hudson, \. YY. 


Werner, and Mrs, 


The sixth annual convention of the Women's Auxiliary 
was a decided success, and the women may be counted 


upon to lead the men to Portland, Oregon, next year 


The National Trade Extension Bureau took advantage 


of the convention to demonstrate to the trade the many 


helps it is giving every day At the booth of the Bureau 
there were exhibits showing window display and. sale 
help service, accounting service, and apprenticeship serv 
ice Howard E,. Jone departmental director of Sale 


Help Service; Geo. H Wilson, director of Accounting 
Service; H. E. Hulseman, finance department director, 
and EK. L sowman, director of Apprenticeship Service, 
were on hand to explain these various activities of the 
Sureau. The Bureau booth was popular and gave an 


idea of the work that is done by the T. Kk. B 








Wek = 
oe aS a, ae = 


‘XNHIBITS at thi 





MAGINE, if ou can t reat rotunda round like a Then lastly imagine, on the floor of this rotunda, a 
| dollar 00 feet acro 10,000 sq. ft. of floor space display of most of the things used in plumbing and 

if quare feet is correct in a building that Isn't ome of the things used in heating 
quare with a wide passageway all the way around, and Imagine all this, if you can, and you can imagine the 
with two aisle from North to South and from East to beautiful sight that met the eyes and charmed the soul 
West, crossing at a center cirel of the vast multitude which looked upon the exposition 

Next imagine a rotunda six storie high-a mass of of the National Association of Master Plumbers—an in 
French window with baleonic opening into the great teresting annex to the forty-second convention. 
circular space Fla draperi« and ferns hung from Kighty odd manufacturers had exhibits, and, taking 
the windows and balconi Now and then a fair Juliet them all in all, they were beautiful, interesting, instruc 
appeared at a window or leaned over a balcony Plenty tive ; 
of Romeos stood below, but, alas, alack, they were without It was well worth any plumber’s time to see these 4 
guitars or warbling voice exhibits, and to study them Each item on display rep 

Then imagine above this rotunda, and covering it all, resented the latest and the best in its own particular line 
a great dome of steel and glass, from which streamed Not to have seen this display was to have missed much 
downward the sun by day and electric light by night that goes into the making of a better plumbing business. 
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National Convention 


“Kohler of Kohler’ was the legend in electric lights 
above the display of the Kohler Co., of Kohler, Wis., and 
at each end of the booth was a reproduction of a beau 


tiful bathroom, with tubs and shower and everything that 


goes to make an attractive bathroom, even to the dainty 


White curtains in the windows. In the center of the 
booth Kohler light and power equipment was shown, 
Welcome was extended by R. C. Angelbeck, J. J. Born, 
H. S. Thornburg, Stephen Gilmore, A. W. Mahlendorf. 


Works Co., with works at Blairsville, 
Pa., 


Cast iron enameled 


Conemaugh Iron 


Pa., and general offices at Latrobe, was represented 
by C. C. Adams and F. B. McFeeley. 
ware was displayed in a most attractive manner 
Hoffmann & Billings Mfg. Co., Milwaukee, Wis., 
Niedecken bath, 


showed 


various types of showers, lavatory and 


sink fixtures. 


EE. C. Regester extended the glad hand to all. 





exhibited 


and Lynn | turdevant and H. T 


Sturdy Manufacturing Co Stroudsburg, Pa 


its line of sturdy seat 


McMaster made visitors feel at home 

Hoffman Heater Co Lorain, Ohio ind it line of 
automatic water heater were ably represented by R. W 
Johnson and ©. L. Bushnell Various type of heater 
made up the exhibit 

Turner Bra Work Sycamore Il} exhibited blow 


torches, fire-pots, braziers and various liquid fuel heating 
devices W. F. and HH. F. Pagel were on hand and ex 
plained the Turner line 

Duriron Co., Dayton, Ohio, had a most interesting 
exhibit of drain pipe, sanitary fitting floor drains and 
other material M. W. Smith, Walter Drew and E, L 
Koch explained the “eighth bend double “TO Y” 


branches, and other fitting 








{ | 1 | | 
I \ I Canode and Geo 
( ( Ind told ‘em that 
it nd C} I 
e, presented callers with 
it 











irple velvet hangings 


Buckwell, G. F 


Purcell, Herbert Boiler Co., Chicago; 


Rerwon, Pl; Miss Jane Ranklin, Mr. and 


Miss Theresa Herbert, all of Chicengo 
Heater Co Pittsburgh, attractively 
iter hedters, and greetings were 
napp, Hi. G Mentzer 2. sowery 
\. Krah, J Large pencils were 
( I) mn. Ohio. a isual, had 
tor t made to feel at 
r, Herl G H. I. Andrew 
LOW Viieh howed it line of 
nad torage heater L. EK. Spear 
ted caller 

& Iron Worl Baltimore, Md., had 


in charge of H. W. Rei W. J. Quigg 


ind it wa a very popular booth too 


f club were given awa as fol 
lumber one set to the Ladies’ Aux 
mufacturer and one set to jobbers 

Pittsburgh, w represented by J 
vffer and Thoma Dugan, who 

I burg represented b 

( ( I} tor The display ol 

" ‘ \ one 
) ee. \ k Cit displayed 
furnac , 1 ove () 
efstahl were in charge of the booth 
( New York City. exhibited the 
lve ind visitor were received by 
ri w, 3 Mead, N. P. Fenner and 
Detro \I i made 1 hil by 
neinnati daily newspaper placed in 
vention visitor early in the morning 
ionites might keep in touch with the 
The EverHot display was a novelty 
hot water plaved continuously like a 


tone on a miniature cale Backed 
were 
charge of the booth were 
Fox, A. E. Batten 


Bird, L. P 


rhose in 
I. Vallett, C. C 


Kleder, Chas 


among the 


to visitor Repre 


three types 
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Easton, George S. Sustard, F. M. Wheeler, R. E. Shuell 
nd H. H. Shuell 

Amer n Enameled Products Co., Chicago, gave out 
very popular souvenirs——pictures of Andy Gump There 


ittractive display of bathroom trimmings. Repre- 


entatives in charge were the Smiths—A. J. and E. A. 
Mueller Co., Decatur, Ill, displayed faucets and other 
bra goods on a backboard of dark material. Present 
the booth to extend greetings were Mr. and Mrs. Phil 


Mueller, F. B. Mueller, C 
Lincoln, W. C 


N. Wagenseller, 
Hendricks and John 


eller, Frank 
Moore fe KE 
enner 

H. FE. Hessler Co., 


erviceable 


Syracuse, N. Y., 
pencils N. H 


booth and exhibited its line of hose connec- 


also gave souvenirs 
Hennessey was in 

harge of the 

and roof flanges 

New 


who gave out souvenirs 


York City, 
A popular and 


Good Manufacturing Co., Inc was 
firm 
walking stick which can be used for 


Writing 


practical gift was a 


purposes pads were also presented 
sentatives in charge of the booth were 
Davis and W. C. 


Appliances, 


W. B. MeCurdy, G. C Niesler. 


Boiler Portland, Oregon, had an in- 


teresting display of boiler fittings for range boilers and 


torage tanks, in charge of H. E. Heim. 


Bridgeport, Conn., had 
Bryant 


Bead Chain Manufacturing Co., 


motion in its display in revolving chains W. G 


man Troxel, representatives in charge of the booth, 


and Ly 


were kept busy giving out key chains and other useful 


chain souvenirs 


James B. Clow & Sons, Chicago, had a very attractive 
display in charge of W. G 
Joseph A. Vogel Co., 


frost-prootl 


Spillane and L, D. Allen. 
Del. 
Frank Webb, representative, 


Wilmington, , exhibited its 
closets 
ive away folding drinking cups as souvenirs. 

Buffalo, N. Y., had an attrac- 
friendly greeting 
Scudder, W. B. 


American Radiator Co., 


and visitors were given a 
hy 4 K. Foster, J. M. Beirn, W. M 


Robinson and ©. H. Thuring 


tive display, 


Peerl Selling Co., Evansville, Ind., gave pencils as 
ouvenir And there was a big reception committee to 
welcome visitors Those who constituted this committee 


Caldwell, W. N. Fairfield, Harry B. Lentz, 
Mallon, F. T. McCabe, B. M. 
Perkins, R. W. Rich, John 
Weaver and O. C. L. Mann. 


were Geo. A 
H Alfred Lentz, W V 
John Morrissey, C. G 


Snow, H. F 


J. Shea, Harry 








Hf. bk. Shenton and \V. ©, Perkins, Neptune Meter Co., New 
York City: BE. L. Koch and N. W. Smith, of Duriron Co., Inc., 
Dayton, Ohio 


Oakland selleville, Ill, 
tank heaters and furnaces E. W. 


Foundry Co., featured king 


Fix was in charge 
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The CLASSIC | 


Makes Housewives Happy 


Consider the labor which the Classic Sink Fixture saves every day for the housewif« 
in washing and rinsing dishes, cleaning the sink, washing vegetables, sprinkling cloth 
watering plants, filling tall vases, shampooing, and giving the baby his bath. No won 
der it makes her happy, and no wonder she tells her friends about it! 








The price, too, attracts her. In comparison with that of her other 
labor-saving devices, the washing machine and vacuum cleaner, it is 
extremely low. The Classic pays for itself each day many times over 
in the labor it saves and the pleasure and satisfaction it gives 





Are you taking advantage of this opportunity and selling Class: 
Explain to housewives how it is constructed around the “Quaturn 
removable working unit, all parts of which are renewable, so that it 
will last as long as the house itself. These arguments produce sales 
which are profitable, and which act as advertisements of great value 
to your business 





Send for our “Selling Aids” which will help you Vor 
merchandise the Classic. Address, 


' 


The Chicago Faucet Company 
2700 to 2722 N. Crawford Avenue 


CHICAGO 


INSTALL 


CHICAGO 
FAUCETS 


THROUGHOUT 
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Some of the exhibits at the convention of the National Association of Master Plumbers at West Baden: Pittsburg Water 
Heater Co., Pittsburgh, Pa.; Dayton Pump & Mfg. Co., Dayton, Ohio; Humphrey Co., Kalamazoo, Mich.; National Tube Co., 
Pittsburgh, Pa.; Wolverine Brass Works, Grand Rapids, Mich.; Hoffman Specialty Co., New York City; Van Praag Sales 
Corporation, New York City; Curtis Bay Copper & Iron Works, Baltimore, Md.; Turner Brass Works, Sycamore, Ill; H. E. 
Hessler Co., Syracuse, N. Y.; EverHot Heater Co., Detroit, Mich.; Mueller Co., Decatur, Ill; American Enameled Products 
Co., Chicago, Ul.; Kohler Co., Kohler, Wis.; Bead Chain Mfg. Co., Bridgeport Conn.; Thomas Maddock’s Sons Co., Trenton, N, J. 
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Strain, Shock, Heat, Cold Cannot Faze the Bull-Dog 








a 











* 





‘ 
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Shock Test 


Dropping a tank ten feet is a severe 
test and demonstrates the Bull- 
Dog's resistance to shock 





Boiling Test 


A Bull-Dog Tank subjected to 200 
degrees F. for one hour did not 
sag, warp, buckle or distort, 


Ww 


GRAND HAVEN 
MICHIGAN 


HILE these tests are signifi- 

cant and true to fact, aneven 
better basis of confidence resides in 
testimonials we have on file from 
40 representative jobbers in all 
parts of the country who have used 
the Bull-Dog Tank for several 
years under all conditions of cli- 
mate and service and have found 
its performance trustworthy. Ex- 
cerpts from these testimonials will 
be sent upon request. 















Strain Test 
Over a ton in weight is resting on 
these four tanks and they 
support it easily. 


Freezing Test 
Filled with water and left in a tem- 
perature 14 degrees below freezing, 
a Bull-Dog Tank developed 6% in 
of ice without injury. 


& Sons 


TRENTON 
NEW JERSEY 
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“DUPLEX” 


SINK-PLUG 


with Setin Cup Strainer 
A sink-plug that can be 


used witha rubber 
stopper ~ ~ ~ without 
removing the strainer 


SINK PLUG with both a 

\ strainer, and a stopper, for 

the rubber stopper fits inside 
the strainer. 


SME AS EI EIOEE YS Ra Sage ¢ 





< 


No more lost strainers, tor it is 
not necessary to take the 
strainer out to put the stopper 
in, although it can be easily 
removed for cleaning. 


Heavy brass tubing —clean, deep 
threads —- wrought brass coupling 
nuts and cast brass lock nuts —all 
heavily nickel plated with mirror- 
polished top. 


Send for a circular which gives full particulars. 
































“WATERBURY JMANUFACTURING GOMPANY 


Division of Chase Companies inc. 


WATERBURY <cizze CONNECTICUT 





Boston Pittsburgh Detroit Chicago 
Philadelphia New York Cleveland 
The Chase Companies of California 
San Francisco Los Angeles 
G7 ZG J 
A YY) z Yi a G ba 
Member Copper and Brass Research Association IR 
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Josam Manufacturing Co., Michigan City, Ind., gave a 
practical demonstration of the various products as applied 
in construction. Those in attendance at the booth were 
Jos. Hirshstein, president, and M. J., his son; M. B 
Koblitz, sales and advertising manager; E. M. McLundie, 
plant manager; G. W. Busch, Leo Mayer, H. B. Fridstein, 
E. H. Gardner and Frank M. Wilcox. 

Delco Light Co., Dayton, Ohio, exhibited its water sys- 
tems which were explained by Geo. A. Buiringer, R. A. 
Gould, E. D. Doty and J. A. Smith. 
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The exhibit of the Delco Light Co., Dayton, Ohio 


Ruud Manufacturing Co., Pittsburgh, had a popular 
booth because each day they gave away two heaters. The 
display was a very attractive one also, and Karl B. Schmitz, 
C. F. France, C. I. Baker and J. McFerran, who were in 
charge of the booth, were always ready with the glad 
hand and the welcome smile. 

Thomas Maddock’'s Sons Co., Trenton, N. J., presented 
each caller with a souvenir in the shape of a handsome 
paper weight. Mr. and Mrs. A. M. Maddock, J. F. Kelly, 
Garland Mitchell and Oscar Riegel made it pleasant for 
visitors and showed them the company’s exhibit of vitreous 
china sanitary ware. 

Standard Sanitary Manufacturing Co., Pittsburgh, used 
life-size, life-like, wax figures to add to the reality of 
its display. There was a most handsome bathroom, also 
a display of a kitchen sink, and the wax figures made it 
appear as if it was really a glimpse into a home. Then 
there was a wax figure reproduction of the artistic hanger 
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entitled “‘The Plumber Protects the Health of the Nation,” 
recently put out by the company. Chas. B. Nash and O 
W. Borrows were in charge of the booth 

Excelso Specialty Works, Buffalo, N. Y., displayed 
water heaters to good advantage and a welcome was 
extended by C. P. Wadley and R. E. Moore 

Morency-Van Buren Mfg. Co., of Sturgis, Mich., showed 
showers of every kind. R. C. Huntley, L. E. Morency and 
J. W. Farley told all about them 











i _s = ES s 


Upper pletures: A. E, Niesler and G,. C, Davis, both of Good 

Mfg. Co., New York City. Center pictures: W. C. Ireland 

and B. Armstrong, Ireland & Matthews Mfg. Co., Detroit— 

Lower row: F. E, Bellaire, Marshall Furnace Co., Marshall, 

Mich.; J. FE. Moore and M. V. Lansing, both of Trenton Pot- 

terles Co., Trenton, N. J.; BE. R. Tolfree, “X"” Laboratories, 
New York City 


Cleveland Metal Products Co., Chicago, exhibited its 
line of kerosene water heaters. J. H. Prindle, G. A. 
McMahan and H. S. Becker were in charge of the display. 

Vaile-Kimes Co., Dayton, Ohio, had an interesting dis- 
play of water systems, in charge of Forest E. Mills and 
R. L. Tansel. 




















The exhibit of the Standard Sanitary Manufacturing Co., Pittsburgh, Pa. 
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FROST eater meant Rae soem 
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CLOSET 








A frost-proof com- 
bination for un- 
heated buildings. 


The Vogel No. 
et Was 
installation in barns, 
garages, outbuildings, 
ete., where even in the 
coldest climates it has 
proved itself 100°7, ef- 
ficient against 























































































































































































































































































































aan 
eh 2)— 
a "4 
TAN CLOSET a 
ae: | f A 
J [pecans 
An automatic ——— 
outfit for facto- 
ries and all in- 
td dustrial plants. —— 
CLOS- Taster recnard 
designed for The Vogel No. 5 f-——— 
was designed to ————— 
stand the severe ] 
service in industrial 
plants where the 
ordinary closet 
frost. would go to pieces So akeeigianaainntene 
in short order. ere 
Standard equip- nomen 
ment in many fac- = 
tories. ——— 
a 
ee 
—————EE 
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JOSEPH A. 


Wilmington, Del. 
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CLOSET 






























































An automatic 
outfit for 
schools, rail- 
way and public 
comfort sta- 
tions. 
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The Vogel No. 9 
was designed for 
use in schools and 
public comfort sta- 
tions, where it has 
been found most 
satisfactory and a- 
daptable to the un- 
usual conditions. 
Positively auto- 
matie and fool- 
proof 
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OGEL CO. 


St. Louis, Mo. 
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The frost -pro if 


hydrant was de- 
signed to stand 
the same severe 
weather condi- 
tions as our fa- 
mous No. 1] 
closet combina- 
tion. It works 
onthe same prin- 
ciple as the No. 1 
and is ideal for 
the’garage or the 
gasJservice sta- 
tions, and may 
be installed right 
out in the open 

where even In 
below ze oO 
weather it can- 
not freeze. 
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Upper picture: Mr. and Mrs. DD. kh. Eisela, 


In center: 


Pa.—Lower pileture:; Miss Grace ©. Smith, 


Mra. L. be. Sturdevant and her son, 











Philadelphin.— 
Stroudsburg, 


thicage 


July 5, 1924 


i | { 

Wor t nd | I BRellais were in charge of the booth 

’ ouvenir 
( Faucet Co, Chicago, in a very attractive display 
of genuine Classic sink faucets as well 
new types of faucet Representatives in 
nd Mi \. ¢. Brown, Earl E 
Brown, John ¢ ! nd G. C. Freeman Card cases and 


ven a OUuVeniT 





the exhibic of the Chicago Faucet Co., Chicago 


Robbin Gamwell & Co., Pittsfield, Mass., had on dis 


play tl Rovaco hot water heater and the Rogaco pipe 
machin The exhibit was in charge of L. G. Robbins, 
Harold Leonard, CC. R. Hare, EF. B. White and Frank 


Rubber Co., New York City, was repre- 


ented by W. K Anderson, manager of its) plumbing 


' it dey trent 

Bridgeport Bra Co Bridgeport, Conn., featured 
ibular plumbing good Bh. Hubler, Jack Kennedy, W. 
| Mayfield and S. PL. Hackley were kept busy giving 
wav bra ashtras a souvenir 


Central Foundry Co., New York City, displayed F & W 

tin pipe and other products and visitors were greeted 
by J. J. Kitehin and Joseph J. Crotty 

Central Tube Co. Pittsburgh, Pa., was ably represented 
by David Smythe, who presided at its booth 

Universal Sanitary Mfg. Co., New Castle, Pa., made 
itself known through H. S. Kirk and an attractive display 

Geneva Heater Co., Geneva, HL, showed its line of 
water heaters and Harry J. Lyon KF. G. Hillengass and 
John Poter told visitors all about them 

Woodward-Wanger Co Philadelphia, exhibited brass 
goods and Mushroom Parabal and Ever White Sant-Seat 
Richard Waneer. Edward Orth and Harry Faught pre 
ided at the booth and helped make it pleasant for callers. 

John Douglas Co., Cincinnati, was represented by C 
Oskamp Daller and an attractive display 

Willian rool Co., Erie, Pa., demonstrated its Willie 
Williams portable power pipe threader Leslie H. Taylor 


ind David Maxwell were in charge 
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FLOOR AND CEILING ay 








NOT AN WITATION——~ 
Jc OF ANY OTHER FLOOly 
—_- me AND CEILING PLATE 


¥} NOTA DypLicATION 
| wr nUMBeR OR ora 


EATON gCADWE, rl 
SHOP EE rerio #10. 


Donot accept substitutes 





or imitations. 


ra BEATON | € CADWELL MFG. CO. 


New BRITAIN, ~~~ « «a CONNECTICUT. 
New York Office and Store- 234 Water St. 
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When youare talking to a woman who is thinking 
about installing a shower bring out these features~ 


We also stress them in our national advertising 


1 -Lhere is no tiring bac k-bending over the tub 
when bathing children, or afterwards. 


2 Children so delight in shower bathing that 
they soon acquire the habit of taking showers 
without even being told. In this way they 
are started on the good habit of personal 
cleanliness 


> With the Mixometer, because cold watet 
always comes first, it is impossible to scald. 


t The Anyforce Head allows the volume of 


water to be regulated so that there is never 
too much force. 


5s At the finish of the day’s work a shower 
refreshes everybody, for the shower cleanses 
pores, eases tired muscles and soothes jaded 
nerves. 


hese are all good selling points, and they influ- 
ence people to think of the shower as something 
more than just a bath or substitute for the tub 

it isn’t. Be sure, however, that wherever you sell 
a tub, no matter what kind, sell a shower over it 
at the same time. 


We are helping you do this through our national 


shower advertising in House &£ Gsarden, (jo0od 
Housekeeping, House Beautiful, National Geo- 
graphic and Physical Culture —- 2,400,000 circu- 


lation in all. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARI 


SPEAKMAN SHOWERS 


THE MODERN BATH ROOM HAS A SHOWER 





H2370 Combination of H9521% Mixometer 
Shower and Deshler Bath Fixture. 


July 5, 1924 
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Neptune Meter Co., New York City, featured Red Top 
relief valves. H. KE. Shenton and V. C. Perkins greeted 
visitors 

J. L. Mott Iron Works, Trenton, N. J., featured plumb 
ing fixtures, and guests were welcomed by Harold J 
Marsh, sales manager, A. Ritchie and D. E. Boggess 














Arnold Stah! and Sam Wetzler, of the Blue Seal Chemical 
Co., Roselle, N. J. 


Duro Pump & Manufacturing Co., Dayton, Ohio, showed 
its line of pumps and water supply systems in a manner 
that was bound to attract favorable attention, while callers 
were invited to come again by C. A. Kuebler, R. A. Shuey, 
W. J. Lantz, H. R. Eicher, R. A. Scheffel, F. H. Schminpt 
and Henry Pettingill. 

Quaker City Specialty Co., Philadelphia, was represented 
by Jos. Cleary. Samples of its white fibre bibb washers 
were given to visitors. 

Columbia Sanitary Mfg. Co., Louisville, Ky., displayed 
bathtubs and lavatories. Raymond Laib, Russell Haehl 
and Miss Bessie Reilly were in charge. 

A. F. Curtin Valve Co., Medford, Mass., demonstrated 
the operation of the Curtin tank fittings. Andrew F. 
Curtin, president of the company, and a former director 
of the National Association of Master Plumbers, was in 
charge of the exhibit, assisted by Andrew F. Curtin, Jr. 

Thermal Appliance Co., New York City, exhibited the 
Taco water heater in an attractive way. 

Frost Manufacturing Co., Kenosha, Wis., was repre- 
sented by J. W. Palmer and O. H. Theleen and a very fine 
display of plumbers’ brass goods. Brass match holders 
with a supply of matches were given out as souvenirs 
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. 
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Ed. C. Regester, Hoffmann & Billings Mfg. Co., Milwaukee; 
T. H. Van Buren, R. C. Huntley and J. V. Farley, 
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Fort Wayne Engineering & Mfg. Co., Fort Wayne, Ind., 
displayed Paul water systems for home and farm, which 
were explained by A. E. Miller and L. A. House, repre 
sentatives in charge. 





} 


Beginning at the top, left to right: W. P. Bradbury, Manning, 
Maxwell & Moore; KR. B. Osgood, Jenkins Bros.; F. 1. Peterson, 
Sloan Valve Co.; A. L. Miller, G. D. Cluecll and J. BR. Dulany, 
The Chamberlain Co.; Clift Mahaffey, Speakman Co.; Prank 
Webb, Joseph A. Vegel Co.; G. B. Collins, Jones Hollow Ware 
Co.; L. Cornelius and L. A. Cornelius, Wolverine Brass Co.; 
A. M. Maddock, Thomas Maddock's Sons Co.; H. J. Harte, 
Speakman Co.; W. H, LeCompte, Jenkins Bros.; Harry Snow, 


Peerless Selling Co., Evansville, Ind, 


Westphono, Inc., St. Paul, Minn., was there with i 
Simplex heater control, and J. W. Hoges took pleasure in 


telling visitors all about it. 





L. E Moreney, A. G. Morency, A. FF. Morency, R. H. Van Buren, 
all of the Morency-Van Buren Mfg. Co., Sturgis, Mich, 
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Manning, Maxwell & Moore Inc., New York City, ex 
hibited gauge water relief valves and safety valves for 
hot water supply and heating tem W. P. Bradbury 
and P. G. Darling were n charge of the booth 


Caloroil Burner Corporation, New York City, was rep 
resented by Edward H hea, who demonstrated the 


Caloroil domestic fuel oil burner 


H. P. Martin & Sons, Owensboro, Ky., was represented 
by now whom would you expect” none other than the 
popular Sy Martin, who never misses a convention, and 
therefore would not be absent from the national con 


vention 

Ireland & Matthew Mfe. Co., Detroit, exhibited tubular 
brass goods W. C. Ireland and Bill’’ Armstrong were 
in charge 

X Laboratori New York City, distributed ‘Joe Can 


non” cigars and enameled metal calendars as souvenir 


E. R. Tollfree and John Shirle were in charge of the 
booth 

Blue Seal Chemical Co., Roselle Park, N. J., was repre 
sented by Sam Wetzler and Arnold Stahl Fly swatters 
were given a ouvenirs 

Thos. Kelly & Bro Chicago, were re press nted by Thos 


F. Kelly and Jams W. Kelly They exhibited their line 
of water closet fittings 

Chamberlain Co., Pittsburgh, exhibited its various prep 
arations and were represented by J. R. Dulany, G. D 
Clewell and A, EK. Mille 





Geo. O. Stone, N. OO. Nelson Mfg. Co. St. Louis; Chas. T. 

Fournier, Knott Mfg. Co., Tell City, Ind.; F. PP. Murphy, 

Cleveland; J. T. Cody, Knott Mfg. Co., Tell City, Ind.—Lower 
left: H. E. Heim, Boiler Appliance Co., Portland, Ore. 
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Johnson-Murphy Co., Detroit, Mich., was represented 
by J. E. Johnson Gas lights for water heaters were 


Speakman Co., Wilmington, Del., showed shower mixers 
and wa well represented by Harry Harte and Cliff 


Mahaffey 





if 
Top: “Femeo Bill" Palmer, Frost Mfg. Co., Kenosha, Wis.; 
I. J. Peterson, E. CC. Groner and J, J. Moriarty, all of Sloan 
Valve Go. Chieago.—Second row: A. J. Smith and E, A. 
Smith, American Enameled Products Co.; D. M. Dobbins, 
Marshall burr e Co., Marshall, Mich.—Next, beginning with 
the amiling gentleman at the left, reading from left to right: 
A. kk. Miller, Ft. Wayne Engineering & Mfg. Co.; N. P. Fenner 
and i. 8S, Storm, Hoffman 8 ‘inlty Co.; and L. A. House, Ft. 
rering & Mfg. Co, 












Wayne bingit 


Ridge Tool Co., Elyria, Ohio, displayed its line of tools 
and gave away as souvenirs a. six-inch wrench. The 
exhibit was in charge of C. H. Ingwer, J. D. McCauley 
and R. C. Dailey. 

Nye Tool & Machine Works, Chicago, had an interest- 
ing exhibit which was in charge of Harry Gale Nye, John 
A. Cotter and Harry Olsen. 

Structural Slate Co., Penn Argyl, Pa., exhibited a 
shower bath stall, finished in white, and other slate prod- 
ucts for the plumbing trade. O. E. Palmer was in charge. 

The Retinite Co., Omaha, Nebr., was represented by T. 
EF. Parker and Ward S. Calvert, who explained the Refinite 
process of softening water. 

Wolverine Brass Works, Grand Rapids, Mich., made 
use of a dark background to show its line of brass goods. 
The attractive display was in charge of L. A. Cornelius, 
president of the company, Laurence Cornelius, secretary 
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HIS test makes certain that the stem in the Airid Air Valve is 
perfect before it is allowed to go into the finished product. 
The numerous tests that Airid undergoes at every step, actually take 
as much time as the making of the valve. That is why every one 
can be guaranteed. 


~, AIRID— 


as e Air Valves 


Ay (Stock No. 500) 
MADE AND GUARANTEED BY 


AMERICAN RADIATOR COMPANY 





IvEAL Boilers and AMERICAN Radiators yor every heating need 


1807 Elmwood Ave. Dept. S Buffalo, N. Y. 
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‘Water System 
for $137 72 


Goulds Outfit V2 


Complete with the famous Goulds 
Fig. 1695 outside packed, vertical 
plunger type Autowater pump, 1 












H. P. repulsion-induction motor, 
idler, automatic pressure regula- 
tor, relief valve, pressure and 





water gauges and 42-gallon tank. 


Is The “Autowater”Pump 


-_ 
Why " The Most Advanced Type on the Market ? 





— Because of These Eight Outstanding Features: 


@) 


Outside packed all bronze plunger. 


Two large rubber valves instead of 
four small ones. 


Automatic oiling; no possibility of oil 


6) A Bleeder valve that really works. 


Large Air and Vacuum Chambers. 


A Floating Idler instead of Spring 


@) 
@) 


These Same Features Found in Goulds Entire Line of Autowater Systems 
EE AT CRRA NRE 0 RNA RRR 
The Goulds Manufacturing Co., Seneca Falls .N.Y. 


AUTOWATER. 


ULDS 


es Tension. 
and water mixing. 
Most important, a 360 gallon per hour 


Air valve without working parts. pump. 





SYSTEMS 
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and general manager, Otto G. Jentsch, chief engineer, about the Wolff exhibit where a model bathroom was 
Leslie Lambourne and H. E. Rader shown Plumbing fixtures were also displayed 

Sanitary and Heating Engineering, New York City, Greenwood Mfg. Co., Detroit, exhibited seepage drains 
offered comfortable chairs and extended a welcome to roof sumps and closet connection Norman Boosey was 


everyone in charge of the display 





A. (. Brown, Chicago Faucet Company, Chieago; 0. H. 
Vheleen, Frost Mfx. Co., Kenosha, Wis.; EF. HE. Mueller, 


Muetler Co., Decatur, TL, 


Other Sales Representatives in’ Attendance 
Among other representatives present were G. B. Collin 
treasurer, Jones Hlollow Ware Co sSultimore, Md J. E 


Thornton, sales engineer, Master Electrie Co., Dayton, 


Ohio; R. J. Fairchild, National Water Lift Co., Kalamazoo, 


Mich.; W. P. Evans, of William Heap & Sons, Grand 
Haven, Mich.; C. C. Cleland, of the Reliance Gauge Col 








Top: Mrs. P. BE. Russell and Mrs. H. Swade of Chicago.— 

Second row: Mrs. ©, G. Fernhough, Philadelphia.—Third row: 

Mrs, Hugh MeElwee, Philadelphia; Mrs. Jacob Bugger, Phila- 

delphia.—Bottom: Mrs. Schlegel and W. J. Sehlegel, Karr 
Supply Co., Belleville, IL 


Domestic Engineering Publications, Chicago, also of 
fered easy chairs to visitors and there was the “‘little red 
school house’ promoting the idea of “‘The Story of the 
Bath’’ in the public schools. The plumbing and heating 





weekly and the Directory were displayed. Balloons, Bath 
Gassmere, Wolff Manufacturing Corporation, Chicago, 


a Day buttons, fans, discount sheets and tables for figur F. D. 
Radiator Co,, Chi- 


and Mrs. Gassmere; M. J. Beirn, American 

cago.—Center left: W. K. Anderson, U. S. Rubber Co.—Bot- 
‘. fo tom row: J. A. Cotter, Nye Tool & Machine Works; H. F. 

se . > ’ Cc ‘aver. F ‘agg deals 

sented by Louis D. Wolff, R. . Beaver, F. D. Gassmere Pagel, Turner Brass Works; Harry Olsen, Nye Tool & Ma- 

and C. A. Perry, who greeted visitors and showed them chine Works, Chicago 


ing overhead, were distributed as souvenirs. 
Wolff Manufacturing Corporation, Chicago, was repre- 





102 DOMESTI( 


umn Co., Cleveland, Ohio; L. F. and D. K. Eisele, of Louis 
F. Eisele & Son, Philadelphia; Frank H. Dougherty, of 
Leskole Air Valve Co., Ine New York City R. Vessey 
and Walter J. Oberndorf, vice-president and general man 
ager, and president and treasurer, respectively, of the 





W. M. Seudder, Chicago.—Lower row: Alex B, Pierce, N. 0. 
Nelson Mfg. Co., St. Louis; J. J. Crotty and J. J. Kitchen, 
Central Foundry Co., New York City 


Oberndorf Mfg. Co., Pittsburgh; Ward H. Urman, of the 
U. S. Radiator Corporation, Detroit; John T. Fitzsimmons, 
of the Plumbing Sales Co., Chicago; Martin A. Brennan 


secretary, Garrison-Heiland Corporation, New York City; 


E. C. B. Judd, Brunswick-Balke-Collender Co., Chicago; 


A 


' ©. —. he 


' , } 
— ™ “<5 o- 
» - — “i 3 i ¥ 
‘ *% ’ 





Top, from left to right: Otto ¢ Jentsch, Wolverine Brass 
Works, Grand Hapids, Mich.; L. EE. Spear, Humphrey Co., 
Kalamazoo, Mich.; EB. bk. Brown, Chicage Faucet Co., Chicago; 
Don Crosby, Humphrey Co., Kalamazoo, Mich.—Bottom: Miss 
Bessie Morrison, 0. M. Dillman and Mrs. Dillman, Pittsburgh 
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Leslie Lambourne and H. E. Rader, Wolverine Brass Works, 
Grand Rapids, Mich, and Frank Shuell, president, EverHot 
Heater Company, Detroit 


J. T. Cripps, Eagle-Picher Lead Co., Cincinnati, Ohio; 
Isador Weil, Weil-McLain Co., 
Quaker City Specialty Co., Philadelphia; John A. Moore, 


Chicago; Jos. Cleary, 


Sanitary Earthenware Specialty Co., Trenton, N. J.; J. 
Heinkel and W. J. Hebenstreet, Blake Specialty Co., Rock 
Island, Ill.; W. H. Herbert, secretary, and Paul J. Purcell, 
Herbert Boiler Co., Chicago; Chas. F. Huber, vice-presi- 
dent, D. & T. Manufacturing Co., St. Louis, Mo.; Clifford 
B. Connelley, director Industrial Relations, Carnegie In- 
stitute of Technology, Pittsburgh; Maurice L. Weil, Chi- 
cago Pump Co., Chicago; W. G. Probst, vice-president and 
manager, Columbia Sanitary Mfg. Co., Louisville, Ky.; 
Lee M. Keller, of the Coyne & Delany Co., Brooklyn, 
N. Y¥.; Herman F. Straus, of the Gardiner Metal Co., 
Chicago; Wm. C. Groeniger, consulting sanitary engineer, 
Columbus, Ohio: Alex B. Pierce, of N. O. Nelson Mfg. 
Co., St. Louis, Mo.; Frank P. Murphy, manufacturers’ 
representatives, Cleveland, Ohio; Lew Phillips, Beaton & 
Cadwell Mfg. Co., New Britain, Conn., and X Laboratories, 
New York City; Samuel Apple, The Apple-Fried Sales Co., 
Cleveland, Ohio; T. Reid Mackin, International Heater 
Corporation, Utica, N. Y., and R. J. Hutchins, The Ameri 
can Mfg. Co., Dayton, Ohio. 


The championship of the Chicago Plumbing Barnyard 
Golf League was decided at the convention. It was 
pitched out between Ernie Wagner and H. P. Reger. 
Jos. W. Cannon was referee. Paul Jacoby and William 
Eadie were scorekeepers. Reger was the victor, 
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Sizing rolls which give buttweld pipe its proper size and shape 


Sizing BUTT WELD Pipe 


This is No. 20 in a Series of Picture Stories on the 
Manufacture of Wrought Iron and Steel Pipe 








N the previous issue, the methods of chamfering and such as those pictured above where it is reduced slightly 
pulling the skelp through a bell or die to form the in size and elongated In this operation, a heavy welding 
pipe and the welding were described You will recall scale which may have formed is partly loosened by the 
that the pipe is pulled by heavy tongs connected to a working of the rolls. 
continuous chain The table on which this is done is Years ago, before we knew much about metallurgy, 
called a draw bench and is from twenty to forty feet long steel was simply steel; and when we built a machine, 
Sometimes buttweld pipe is drawn through two bells or sometimes the steel proved to be right and sometimes it 
dies, one being placed just behind the other, the rear bell was wrong. 
or die being slightly smaller than the first one These days, however, no manufacturer uses just steel 
As the skelp passes through one die or two dies as the Steel to him is a generic name. He uses that partic- 
case may be, it is bent into tubular form As the width ular’ steel which is best fitted to his uses, and he spares 
of the skelp is slightly greater than the inside circum no expense to find exactly the right kind, for only the 
ference of the die, the edges of the skelp are pressed right kind will be truly economical. 
together with great force, making a sound weld The time has passed when merely steel or iron is 
In making double extra strong pipe by this process, the classified. We hear, these days, of low carbon steel, 
pull required to draw the skelp through the mill or die high carbon steel, alloy steel, special analysis steel and 
is SO great, on account of the thickness of the material, of many other kinds as well. The average manufacturer 
that it is necessary to weld a strong bar on the end of the would no more think of asking simply for steel than he 
skelp to form a ‘‘bait’’ for the tongs and thereby to dis- would think of going into a restaurant and asking merely 
tribute the drawing strains evenly and prevent the tear for food. It is the kind of steel that counts. 
ing of the skelp. With this bar attached to the end of the And it is the kind of steel that should be considered 
skelp, it is drawn several times through bells of decreasing if the user wishes it to resist rust. Put a piece of iron § 
size, and is reheated between draws at white heat under a bell full of é 
so that the seam will be thoroughly oxygen and it will burn brightly : 
welded. It is evident that the skelp and rapidly leaving a little heap 
is put to a severe test in this opera- of ash called oxide of iron. Leave 
tion, and if the metal were not that piece of iron exposed to our 
sound in every way the end of the atmosphere and it will burn just as 
pipe would be pulled off by the : surely, though it will take much ; 
severe drawing strain longer. When the experiment is ‘ 
After the skelp has been welded completed, you will have a heap : 
in the pipe by drawing through the of oxide of iron, commonly called 6 
. ' A cross section of A cross section of in i z a * 
dje, it passes through a set of rolls lapweld pipe be- buttweld pipe be- “rust. Rusting is something like F 
‘ordinarily known as sizing rolls fore it is welded fore it is welded burning only it takes longer. 
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LENOX STEAM 
BOILERS 


+a g Heating contractors who are looking 
— : : for a good all-’round steam boiler 
for the average residence or small 
apartment job will be impressed by 
the simplicity of construction of the 
Lenox Steam Boiler. = 


Combined with this quality are dura- 
bility and effectiveness. A_ steady 
water line and dry steam is insured 
by the extra large steam dome and 
circulating pipe connecting the water 
spaces in the dome and lower part 
of fire pot. 





Ey 
Other points of advantage are the 
large flue doors which give immediate 
access to all flue surfaces and makes 
cleaning easily and quick- 
ly accomplished - the 
more than ample ash pit 
and the wide door and 
the extra deep fire box 
which makes frequent fir- 
ing unnecessary. 

















Made in ten sizes (325 to 
875 feet) from which you 
can select just the right 
capacity for any job 
































Vew catalog free for the asking. 
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GuRNEY HEATER MFG GMPANY. 


General Offices — BOSTON, MASS. 


; F 93-95 Oliver Street PHILADELPHIA 
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The world ts full of substitutes but there has never been created a real 
substitute for satisfaction. Kalamazoo ware ts the real satisfaction, it 
is a china clay two fired Vitreous nonabsorbent wall of pure whiteness. 


‘A Most Popular Line to Sell” 





KALAMAZOO, MICHIGAN 


VITREOUS CHINAWARE 
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Thelen Commana- 
ments of Health 
I 
Wor ws 
Ia! | 
Talk | yt 
Waste | ! re 
ws x a i ; scold le | =n _— 
| 4 TALL GLASS and a FAN REAM. 
THIEN davs are hot what’ better than an , . 
/ easy chair, a tall gla ind a cooling fan accel 
\ht comfort, comfort Its then we think You ean't have moral and mental cobwebs 
the whole world is hot and alwavs will be when your museles are elean 
But before we know it the eht of a fan LIVES , 
us a shiver and the song of a radiator is sweetet From yee one Rancred. perses — 
than any radio sound : ee oe coher vena poor poe See 


\ll of which is a@ reminder that in times of heat . ‘ . 


prepare for cold. If vou want to be one of sixty-four who 
\ heating plant should be gone over—tuned up, reaches the age of sixty-five, follow the above 

as it were -once a vear at least. And the best tun had , ; 

ing time is in the summer, when the fire is out and 

there 1S no water in the boiler —— — “? “ 


Yes, imertimie is the hest time the least Health mean relaxation from mental 
trouble time— the cheapest time tension 


The hot day time is also the best time to have ‘ * . 
7 It} eal re arit 1] time 
your plumbis Oo looked Ove! Looked atter now may Hlealth ean ular 1 i 
ave a lot t damage when the veather drops he Health mean ganventive power in work 
a. ind in pla ind radiance from abundant 


Keep the home fans going these warm days, but health 
don't forget the home fires will have to be kept go 


ing next winter. Perhaps the most important ¢¢ mmandment 
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The 
Schoolmaster wna His Class 


Conducted by R. M. Starbuck 




























































































IDSUMMEI! e at hand, and with it come Fig \ and “B. D. Y..” Tacoma, Washington (Fig. 4). 
/ a more or |e natural letting-up in the attentlor mp. D. Y.” also sent in an isometric drawing of the 
. that people give to those things that call for clos¢ hot and cold water supply system for the dwelling, the 
id floor plans of which were shown in the May 3 article. 
In the M i uit a problem calling There is nothing at all unusual about this particular 
for the estimatir of the hot and cold water piping for ipply system, but the drawing itself is well executed, 
a dwelling. and we also gave another incorrect drawing ind will give the Cla a good idea of the advantages this 
—F 
} { } 
Ri LJ, aa a al 
oo 
tm 1 
ed 
YVA 
——s 
D Ud 
¥ 
-_ 
— 
Fig. 1 

to be corrected A fair response came on the drawing, tvpe of drawing has over the common type of drawing. 


but the response on the estimating problem was so slim The isometric drawing shows every horizontal run and 


that we are going to call it off, and give our attention offset, no matter in what direction it is made. The draw- 
to other things ing referred to is shown in Fig. 5. Such a drawing has 
many valuable uses: it may often be used to advantage 
CORRECTING THE INCORRECT DRAWING in estimating, especially on jobs where large piping is 
“HE incorrect drawing is Fig. 5, page 27, and four used, and where the omission of fittings or the inclusion 
‘T corrected drawings were received, as follows: From of unnecessary fittings is an expensive thing, and there- 
Louis Liess, Union Hill, N. J. (Fig. 1); E. A. Kraft, fore to be guarded against. A simple drawing of this 
Murhpysboro, Ill. (Fig. 2); Al Sloss, Los Angeles, Calif. kind can also be put into the hands of a workman, 
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The Madbury 


with new 


All-china trimmings 





VALUABLE IMPROVEMENT to the 

Madbury lavatory is the new all-china 
handles and escutcheons on the top of the slab. 
The new trimmings not only reduce the exposed 
brass work to a minimum but are in harmony 
with the complete design of the lavatory. 
The handles and escutcheons are made suffi- 
ciently heavy so that they cannot be broken 
under hard usage. 


— — 
y MEMBERS S 


L. PLUMBING AND TeEATING DUSTRY | Have you looked over the line of Madbury 
aieccene lavatories in our new K catalog? 


THOMAS MADDOCK’S SONS CO. 


TRENTON, N. J. 
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the following to say concerning fresh air inlet construc- 
tion in his home city, Los Angeles, Calif “Running 
drawings, traps are not generally used here, but if used they 
the fresh require two vents, one on each side of the trap, and 
show this carried up to the roof They are not allowed to termi- 
in which nate at the sidewalk.” If we get the idea correctly, 
Los Angeles calls for the main trap to be fresh aired 
the sewer in the manner shown in Fig. 6 We have never heard 
trap, and of this practice before, and it would seem to us a : 
at a point great waste of perfectly good soil pipe However, we 
are always ready to take back water when we are proved 
Sloss has wrong, and we would very much like to hear the argu- 
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The Monarch Smokless Boiler 


For All Fuels—Hard or Soft Coal, Gas and Oil 


Smoke is Wasted Fuel 


i bm. RE is an increasing demand for a heating boiler that will burn soft or bituminous coal certthous 
smoke. This demand has been brought about by the increased use of soft coal, due to the high 
cost or inadequate supply of hard or anthracite coal. 


The emission of smoke is a sure indication of imperfect combustion, showing that the rich gases 
are not being thoroughly consumed, escaping unburned up the chimney, as is evidenced where soft 
coal is burned in the ordinary boiler, it being impractical in such types to supply the rapidly liberated 
gases with sufficient air through the grate to ignite and consume them thoroughly, resulting in a large 
percentage of the fuel being wasted, going forth in form of smoke, injurious to health, the building 
and surroundings, and this has compelled most cities and towns to adopt rigid anti-smoke ordinances 


The Monarch Smokeless Boiler is a single grate boiler. The products of combustion rise in the 
hre box, coming in contact with the valuable direct overhanging fire surface, thence passing to the 
rear or secondary combustion chamber where air from both sides of the boiler is admitted through the 
air inductor over the fuel bed, producing a mixture of proper proportions for complete combustion 
before the gases, now fully ignited, turn and pass through the lower tier of flues to the front of the 
boiler and back to the chimney through the upper tier, the heat units thereby released being absorbed 
by the heating surfaces of the flues, and all combustibles completely consumed betore leaving the 
boiler, absolutely eliminating all smoke, even with the cheapest grades of soft coal 


The Monarch Smokeless Boiler 
not only burns any grade of soft 
coal smokelessly, but effects a 
saving of 25°), to 3314°7, without the 
skilled care and excessive attention 
required in other constructions. 


Boiler Capacities: 
Steam, 1,075 sq. ft. to 15,400 sq. ft. 
Water, 1,775 sq. ft. to 25,400 sq. ft. 

The Monarch Smokeless Boiler, 
while primarily designed for burn- 
ing soft coal, is also adapted for 
burning hard coal, coke, wood, oil 
or gas, with high efhciency and 
economy. Fuel shortages experi- 
enced in the past emphasize the ad- 
vantage of this convertibility. 

There is a Page Boiler for every 
heating requirement. 


THE WM. H. 
PAGE BOILER CO. 


58 West 40th Street 
New York 


BOSTON CLEVELAND 
PHILADELPHIA MEADVILLI 
Established 1856 Incorporated 1877 , ’ Monarch 


—_ Smokeless 


Steam 
PAGE BOILERS Boiler 
“The Distinguished Service Line” 
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Fig. 10 Fic. 4 

ments in favor of th practice We have known of the house trap, and came very conclusively to the decision 
fresh air inlet being run a hown in Fig. 7, but even that the main trap with its fresh air inlet was actually 
this does not seem called for detrimental to sanitation This was one of the most 

The argument against carrying the fresh air inlet scientific and most satisfactory reports we have ever 
through the roof, in addition to the expense of such a seen, and we expect to take up its main features in 
method, is that this pipe rises to about the same height connection with this series at an early date. 

the other stacks, and that therefore the circulation Another interesting feature of the corrected drawings 

“ of air through it would be very sluggish This may be is the venting of the two batteries of water closets. In 

true to a certain extent, but in our estimation the chief Figs. 1 and 3 each toilet is separately vented from the 
objection is that it piles unnecessary expense onto plumb- hend Fig. 2 shows a regular circuit vent, and Fig. 4 
ing construction, which is already more or less criticized uses loop vents with a 2-inch relief vent taken from the 
1long these lines. waste connection of the middle toilet of the upper line of 

We might remark in passing, that a number of years fixtures. We are interested in this “relief” vent, and 
ago, the English government made a most exhaustive 
investigation into the merits and demerits of the main r s 
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are suggesting that “B. D. Y.”’ write us concerning its 
purpose, whether his city ordinance requires its use, ete. 
There is little to be criticized in the work shown in 
Fig. 1, although we believe the toilet at A would better 
be connected into the stack at the right of it, than to 
run a special stack for that one fixture 
Referring to Fig. 2, there are two changes that we 


would suggest The rain leader, which enters the house 


Roof 























rig. 6 Fig.7 

sewer on the sewer side of the main trap, should be pro 
vided with a trap,—-otherwise sewer air may _ possibly 
escape into windows, etc., through defects in the con 
ductor pipe. The extension of the refrigerator waste 
should not be connected into the vent extension of the 
neighboring waste stack. Refrigerators contain food, 
and it should be made a rule not to be broken under 
any circumstances, that the refrigerator waste should 
not connect into any part of the drainage or vent system 

Fig. 3 was accompanied by a long letter, giving ex 
planations of some parts’ of the work, and we much 
appreciated the interest that the letter showed Fig. 3 is 
the only drawing which shows pipe sizes, and in relation 
to the size of the main drain, the letter says: “We 
would be allowed to use a 4-inch drain for this amount 
of fixtures, but possibly a 5-inch drain would be required.” 

Other remarks made by Mr. Sloss are the following: 
“We generally square our vents, but 45 and 60-degree 
venting is all to the liking.”’ ‘Two sinks only are al- 
lowed on a 2-inch waste line, and only 8 small fixtures, 
such as baths, trays, drinking fountains and lavatories 
are allowed on 2-inch waste, although the full number 
of 8 small fixtures and 2 sinks can be connected into 
a 2-inch line, because of the increased tendency to wash 
away grease.” 

Fig. 3 shows a considerably different use of stacks 
than the other drawings. We like the idea of running 
the vents at a sharp pitch, but are inclined to think 
too much pipe has been used in the venting of the 
system, For instance, two 2-inch vertical vent stacks 
are used for the two lines of water closets, whereas it 
would seem that one would be sufficient. Other instances 
will be noied where there seems to be a too free use of 
pipe on the vent work. 

Fig. 4 is well done. One feature that we are not 
used to, is the placing of the washtray traps under the 
floor. This we believe is very uncommon practice, and 
would like to ask “‘B. D. Y.’’ whether it is common in 
his city. This trap is one that is likely to require 
cleaning out once in a while, and possibly it is the idea 
that it can be more readily cleaned in this position than 
if placed above floor. It would have been better to 
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give these two traps continuous vents, the same as the 


other fixtures have 


SOLVING RANGE BOTLER PROBLEMS 


FE have received an unusual amount of material, 
ipa of drawings, covering the regular article 
of May 17, and we think it a wise plan to ease the 
situation off somewhat, by using a little of that material 
at this session of the class 

We gave out several problems in range boiler work 
One of. these, Fig. 1, page 25, showed incorrect connec 
tions for two range boilers. each heated by it own water 
front 

Corrected drawings of this problem have been sub 
mitted by H. G. Wilson, Detroit, Minn. (Fig. 8S); L. W 
Sanborn, Muskegon, Mich. (Fig. 9) \. T. Walter, Mil 
waukee, Wis. (Fig. 10); Louis Liess, Union Hill, N. J 
(Fig. 11); “B. D. Y.,’"’ Tacoma, Wash. (Fig. 12), and 
Km. A. Kraft, Murphysboro, Il Fig. 13) 
boilers and 


This combination of range water-fronts 


is not so very common; at the same time it is sometimes 
met, and furnishes opportunity for connections that will 
do good work or poor work The six men have handled 
the problem in good shape 

One thing is noticeable tll but Fig. 13 earry the flow 
from the lower boiler up to the floor above, and con 


nect into the flow from the upper boiler, distributing the 
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Fig. 12 Pig. 13 


hot water from this point to fixture on both floors. 


This is the right way all fixtures are equally favored 

In Figs. 9, 12 and 13, the returns between boiler and 
range are not tied together, whereas in the other three 
cases these returns are connected The latter is the 
proper method. We think these two points are the 
important ones, although there is plenty of chance to 
go wrong in other ways also Figs, & and 12 show 
quick-heating connections for the lower boiler, and _ it 


seems to us that this is not the best plan for this boiler, 
for the reason that the flow will be upward and away 
from the lower boiler, with the result that storage of 
hot water in the lower boiler will not be so satisfactory 
as it might otherwise be 

[REGULAR STARBUCK ARTICLE NEXT WEEK] 
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market strengthen busine condition i the Harvard 
Economic Service I} ! nto the la ha 
of 1924 with 1 | i lead metal paper 
\ leadin finan ri i to the increase of ban 
clearin over he cs pondil veek of 1923 a in indi 
cation that the purel power of tl I ion is not lacl 
ing Buildir it ‘ n Northeastern stat ccord 
ing to the repo rf } W. Dod Co \ bout 9 per 
cent le for May t n for Apt 1924 vy ll per ce 
le than for M o, bu ) per cent more than 
for May, 1913 So it would seem that, after all, the pe i 
mism that is expressed merely a wail for t return ¢ 
those unusual conditior fi923, which cannot bee ted 
to return right aw: 

fSuilding in Chicago 1} hown substantial increase dur 
ing the last few day Wage nthe city are not fluctuating, 
prices ofl plumbing commoditic are teady, the demand 
is apparently neither nereasing nor decreasing to any 
appreciable extent, all deliveris are atisfactory, stock 
generally speaking re om ery lar t} trade is doing 
little buying for the future, but the wise ones are satisfied 
with the business they are getting, even though it may 
be a little le than it wa last vear Prices of building 
materials are firm and a little higher in a few instances 


It 
down 


turer 


seems as though the market in soil pipe has settled 
to the reduced price announced by both manufac 
s and jobbers a few days ago. The market is becom 


ing steadier and it seems likely that the present prices will 


stick 





The demand is increasing in quite a satisfactory 


r from the point of view of a few manufacturers, and 


ve also been doing quite a business in this com 


riz t t few da 
| f me of tl jobbers in Chicago are getting 
rett ow and the indications are that substantial buying 


ong about the tirst or second week of July 
Steel Pipe 

nd for steel pipe, while not excessive, brings 

» complaint from either manufacturers or jobbers. 

would indicate that there has been an in- 

Cr in the demand on the manufacturer during the last 

unchanged and no 


Vanutacturer price are 


ort re heard now of a weakness among jobbers’ 
Wrought Tron Pipe 

of wrought iron pipe are reported as firm by sev- 

prices have been 


The de- 


obber and manufacturers’ 


firm and unchanged for about eighteen months 


mand described as fair by the jobbers, their stocks are 
mple, deliverie to them are prompt and, as in several 
ther commodities, there is little future buying 


Enameled Ware 


There is a slightly better feeling in the enameled ware 


market, in which some heavy stocks have been reported 
heretotore The demand i steady and the stocks are 

! down iduall Price generally, are firmer than 
they wer although they have been firm for a long time 
imo! the leading manufacturers A report from the 
Department of Commerce hows the number of orders 
hipped for bathtubs was 9 per cent more for the first 


five months of 1924 than for the corresponding period of 


there were about 5 per cent fewer orders re- 
Orders for lava- 
1924 


ived during the correspond- 


ceived during the first mentioned period 


toris received during those months of numbered 


thout 74 per cent of those rece 


period of 1923 Some jobbers now report a smaller 
tor in enameled ware than in any other commodity 


mentioned in these report 


Pottery 


Pottery still leads all plumbing and heating commodi- 
matter of demand, according to one jobber. 
Prices are firm, stocks are ample, and deliveries, in most 
atisfactory 
Range Boilers 

If pottery leads the market in demand, range boilers 
might be said right now to represent the other end of the 
cale Business is rather quiet in this commodity. Job- 
bers’ prices are not very uniform, but there has been no 
general reduction, either in their prices or those of the 


manufacturers The factories are keeping fairly busy, 


however, as the orders, though not large, are coming in 
Plumbers’ Brass Goods 
The demand on both manufacturer and jobbers contin- 
ues fair Prices quoted by the majority of the trade are 
fairly firm, stocks are in good condition and deliveries 
are prompt 


(Turn to Page 127) 
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TEST FOR DOMESTIC OLL BURNERS Offices of the company are located at Milwaukee and 
the building in Chicago will be used for Chicago and 
Middle West distribution 


A committee has been appointed by the American Asso 
ciation of Oil Burner Manufacturers at the request of the 
Western Petroleum Refiners’ Association to co-operate 








with the latter organization in a series of tests on domes FRIENDLY RECEIVERSHIP POR J. L. MOTT CO, 
' tic oil burners, to be conducted at the Bartlesville experi On petition of the Tottenville Copper Co ne nf 
ment station of the Bureau of Mines. The committee is gtaten Island. N. Y.. and with the consent of the defen 
i comprised of P. S. Russell, Home Appliance Corp., St ant concern, Federal Judge John Rellstab on June 28 
t Louis, chairman; A. N. Eaton, Winslow Boiler & Engi appointed Robert K. Bowman and Charles H. Baker 1 
neering Co., Chicago, and C, B. Finnell, Oliver Oil Gas (eivers for the J. L. Mott Company, of Trenton, N. J 
Burner Co., St. Louis. The Mott company is one of the largest engaged in the 
manufacture of plumbing and heating good Mr. Bow 
; LARGE ADDITION COMPLETED man is vice-president of the company, and Mr. Baket 
P. Brodsky & Son, jobbers in Newark, N. J., have com publisher of the Trenton State Gazette 
pleted a substantial addition to their plant and offices The Tottenville Company avers that there is now du 
against the Mott firm claims in exes of $1,700,000 and 
ACQUIRES NEW WAREHOUSE that, while its assets are admittedly far greater than if 
liabilities, many creditor have threatened uit that 
The Standard Service Corporation, exporters of plumb 
: ; ; would result in attachment of property and cessation of 
ing supplies, has acquired a new warehouse at 2042 Santa operation The plaintiff lists its own claim at $48,581 
Fe POR, Los Angeles, Calif. for metals sold to the defendant, of which amount $41,581 
is said to be past due 
WAREHOUSE SPACE INCREASED a : 
rhe plaintiff asks that, at the proper time, if the plant 
The Rogers-Ebert Company, Orange, N. J., has recently does not prove a going concern ulfder the receiver )) 
secured an addition to its warehouse. The new floor it be sold to meet the clain of the creditor An in 
space is 50 by 150 ft., and will add materially to the junction is also sought restraining all other creditors from 
capacity of the company. instituting any action, or continuing suits already begun 
or attaching any of the defendant property All) credi 
NEW ENGLAND CRANE CLUB tors, however, are invited to become part to the plair 
The annual outing of the Crane Club of New England —* ip seine provided they agree to share in the expet 
was held June 21 at Aplin Grove, Westport, Conn. The w the peneananens 
branches at Waterbury, New Haven, Stamford and Bridge Simultaneously wits the viata OF the suns matement 
port all closed for the day and all the employes made was made public by Victor N. NoaGstrum, executive man 
merry, ager of the Mott company, with office it 118 Fifth ave 
nue, New York City The tatement, after declaring the 
action was taken at the instance of the director to 
WESTERN TRADE GOLF ASSOCIATION comments the company’s assets and protect its creditor: 
The next meet of the Western Trade Golf Association said the concern has quick assets of more than twice it 
will be held Wednesday, July 9, at the Glen Flora Country quick liabilities, and in addition, is the owner of a 
Club at Waukegan, III. majority of the capital stock of many affiliated corpora 
; tions operating nece fully in the busine of jobbing 
TO BUILD BIG BRANCH IN CHICAGO plumbers’ supplic which will not be at all affected by 


; ' ai the receivership of the parent companys He tated that 
Contract has been awarded for a building to be erected ; ; 


Spins ; ; , ; it ic , ose and expectation of the director that 
at 2626 West Washington boulevard, Chicago, for A. J. 1s tee parpete: am se tie 
Lindemann & Hoverson Co., Milwaukee, Wis. The struc- 


ture is designed to be eight stories high, six of which 


the receivership will be only temporary and that it will 


esult in a reorganization in the near future which will 


will be erected without delay. The building will be ™eet all capital requirement 
absolutely fire-proof. Its exterior will be faced with ; 

P i TAKING LARGER QUARTERS 
ornamental terra cotta and pressed brick. The first floor 
will be on a level for automobile trucks, while the second The Robert June Engineering Management Corporation, 
floor will be on a level with tracks of the C. & N. W. of Detroit, which handles industrial advertising, sale 
railroad. The building will cover the entire lot, 100x200 development and engineering management, is moving from 
ft.; giving 20,000 sq. ft. of floor space to each floor, and its present address at de Linwood avenue to $535 
Will cost $500,000, It is expected to have it ready for Linwood avenus The new quarters will afford increased 
occupancy about November 1. The main factory and facilities 
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dnd Its Hinge 
is as Strone¢ 
and Dependable 
as the Seat itself 


[his test was actually made; to one end of an Evernu 
seat was attached a strong chain which was suspended 
from above; to the cross bar of the Hinge was sus- 
Nott : A solid steel cross 
obviously the hollow tub- 
lhe point is that 


pended a one ton weight. 
bar was used for the test 
ing wouldn’t stand such weight. 
under this great weight the usual hinge attachment 
didn’t pull out of the seat. There is no strain ordinar- 


ily on the cross bar.) 

No indication of weakness was developed in either the 
Hinge or the Seat Proper. ‘This test clearly reveals the 
super strength and durability of the special hinge we 


use in all of our seats. 


When you buy an 


EVERNU 
HARD RUBBER 
CLOSET SEAT 


vou buy satisfaction—long life—dependability 
even to the hinge. Why specify anything that 
has not these advantages? 





Would you like to have one 
of our construction models? 


Folders Furnished Free 


| ERT ATO 


(Manufacturers of the ‘‘Never-Split”’ 


Wood Seat) 
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LEASES MANHATTAN OFFICES 


The J. L. Mott Iron Works has taken a lease on the 
second floor of the new Postum Building, Forty-sixth to 
Forty-seventh street on Park avenue, New York City, for 
its Manhattan offices, it was announced June 28th. The 
new quarters, which will be used for showroom and office 
purposes, comprise 10,000 sq. ft., and were leased for 
twenty years. The Mott Company will pay more than 
$500,000 for the new quarters. The company will move 
into its new home about the first of next February 

ENJOYED ANNUAL OUTING 

Office employes of the William M. Crane Company, 41 
East 42nd St., New York City, enjoyed their annual out 
ing on June 26. The company chartered a boat, and the 
whole force went up the Hudson River to Bear Mountain, 
a famous playground. A baseball game between the 
single and married men was the feature of the day 


EVERHOT ORGANIZATION MEETING 

Wednesday evening, June 25, during the convention of 
the National Association of Master Plumbers, at West 
Baden, Ind., the sales organization of the EverHot Heater 
Co., of Detroit, met at the Hoosier Club Following an 
excellent banquet the members of the organization were 
addressed by Frank W. Shuell, president of the company, 
who outlined the progress that has been made in the last 
four years and the plans for expansion of production that 
are now under way. Following Mr. Shuell’s address, W. 
J. Vallett, sales manager, and C. C. Fox, of the factory, 
spoke on co-operation with the branches, and the members 
of the organization each outlined their experiences and 











Left to right: T. D. Buckwell, L. P. Eaton, G. 8S. Sustad, C, C, 
lox, A. E. Bottenfield, F. W. Shuell, R. BE. Shuell, W. I. Vallett, 
H. H. Schuell, C. Bird, Ff. M. Wheeler, G, F. Kleder, all of 
EverHot Heater Co., Detroit.—From “Domestic Engineering” 
photograph taken at the National Convention in West Baden 


expressed in a very enthusiastic way their appreciation of | 
the product and the co-operation they get from the factory | 


as well as told of their plans for the future. 

This was the first meeting of the EverHot organization, 
and its success has led to plans being made to hold these 
meetings at regular intervals. Factory representatives 
present were: Frank W. Shuell, W. I. Vallett and C, C. 
Fox. The distributors present were: A. E. Bottenfield, 
Pittsburgh; T. D. Buckwell, Peoria, Ill.; G. F. Kleder, 
Indianapolis; Charles Bird, Cincinnati; L. P. Easton, Chi- 
cago; George S. Sustad, Minneapolis; F. M. Wheeler, Esq., 
St. Louis, and R. E. and H. H. Shuell, Louisville 


NEW ADDITION TO AMERICAN CLUB AT 
KOHLER, WIS. 


An addition to the American Club of Kohler, Wis- 
consin, doubling its capacity and providing accommoda- 
tions for the increased personnel of the Kohler Co. 
organization, is now completed and occupied. The new 
addition is a three-story structure of brick, tile and 
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WESELY 





When you can buy a Wesely Concrete 
Laundry Tray, the result of more than 
forty years concentration and experi- 
ment, for just about the same price that 
is asked for a nameless article, why run 
the risk of possible trouble for yourself 
and your customers. Every Wesely 
Concrete Tray is prominently trade- 
marked and is fully guaranteed. Made 
in one, two and three compartments 
withfand without back. 


TRAY 





A good laundry tray deserves a good frame, 
and there is no better frame*made than the 
Wesely. All steel construction. Collapsible 
for easy shipping and storing, but can be quickly 
erected and is rigid and durable. Made in a 
complete range of standardized sizes. Your 
jobber can supply you. 


The Worth 
Wesely Looking 3 
Trademark For 


CHAS. WESELY COMPANY 


3116-28 S. Canal St. Chicago, IIl. 


FRAMES 





x 
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KNOTT “ATLAS” SEATS 


Every Seat a ‘‘Sample’’ 


Made in All Styles and All Finishes 


Seat No. |, Hinge No. 70 
Ring Seat —Bar hinge. | I 
seat inch bar inch pos 


hinges. Hinge has an offset of 


nches. Ring seat, heavy 
bar hinge Pear! white finish 
sheet celluloid covered Also 
furnished in natural oak, golden 
oak, or birch mahogany atin 


finish, rub finish or rubbed and 


polished 








at N Hinge 7 
vs addle seat B 
rat ’ 
i bra r x 
pla ir Finished in na 
A aK i ' ak rt r 
ma . fir b 
fir r ibbe nd polished 
Pea white finish « c 
i vered 











eat Nx 3, Hinge No. 75 
I inch full saddle seat 
inch Bar inch post cast brass 
bar, nickel plated hinge, | 


j 


inch offset in post. Finished in 


natural oak, golden oak, or birch 


mahogany Satin finish, rub 
finish or rubbed and polished 
Pear! white finish, sheet cellu 








finished in natural oak, golden 
oak, or birch mahocans atin 

rub finish or rubbed and 
polished. Pearl white finist 
sheet celluloid covered 


Knott “Atlas” Seats are of straight grain 
construction there are no butted ends 
yet they never come apart, because they are 
reinforced with spiral hickory dowels, inserted 
while the seat is in halves. Uniform in appear- 
ance, because they are uniform in construction 
and finish — every seat is a sample. Hinges 
are full 16 ounce weight —— the heaviest used 
on toilet seats — we make them ourselves 
no other seat manufacturer does this. 


Knott “Atlas” Seats are made in all styles 
and finishes, and every one is fully guaranteed 
Ask your jobber. 





KNOTT MFG. CO. 


TELL CITY, INDIANA 
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coinciding with the original 


building of which it is now a part It is 37 ft. wide 


concrete architecturally 
long, and is of the Gothic style of architec- 
ture, with steep roofs of rough red tile, the beauty of 
vhich is enhanced by its contrast to the white cornices 
ind window casings 

The basement contains a large tap room, with pool 
table card tables, and a bar where candy, cigars and 
barber shop and a 
Besides the 


oft drinks can be procured A 


hampoo room are also located downstairs 
tap room and barber shop, the basement has a large 
pace reserved for storage purposes. 

The first, second and third floors contain the bedrooms, 
eighty-eight in number, and seventy-two single rooms 
and sixteen double rooms. All rooms are arranged on 
outside walls and have large windows. They are well 
furnished 

Two large, well-lighted washrooms, each fitted with a 
battery of six lavatories, four showers, and two baths, 
are conveniently located on each floor. All bathrooms 
have tiled floors and walls. 

Two drinking fountains are stationed along the spa- 
cious corridors. In the center and at each end of these long 
corridors, stairways lead to the different floors of the 
building All doors to the stairways are constructed 
of steel, making them fire-proof. Floors throughout the 
entire structure, except in the washrooms, are constructed 
of Asbestone, a material which is easy to keep clean and 
is non-combustible 

With this new addition the American Club has, not 
including the living quarters of the club employes, ac- 


commodations for 291 people. 


KASTERN TRADE GOLFERS PLAY MONTCLAIR 
COURSE 

The “ups and downs” of golf were made literal by the 
hills and valleys of the Montclair Golf Club in Montclair, 
N. J., on June 17, when, for the second time this season, 
the members of the Eastern Trade Golf Association turned 
out to knock the little white ball around. 
a lot of 


Besides balls 
weight was lost under the blazing sun that 
poured down on the knickered navigators of one of the 
trickiest courses in the New York district; but they all 
played through the thirty-six holes and got back to the 
score card with the stories that make golf a good game 
for the tired business man. 

kix-President W. W. 
Montclair course for his fellow members. 


Hubbard secured the privileges of 
the beautiful 


The morning round was an 


18-hole best ball foursome 


‘ 


and the afternoon session was an “every man for him- 
self.”’ 

A steel shafted brassie and a pair of gold cuff buttons 
Hughes and W. M. 


respectively, for their net 76 in the best ball foursome 


were awarded to E. J Cosgrove, 
the best card turned in by the morning stragglers. 

In the afternoon the field of those who had handicaps 
of 16 or less, Class A players, was led by W. W. Hubbard 
who came home with 87-9-78 and won a steel shafted 
brassie therefor W. A. Burtenshaw and A. E. Geddes 
had the same net as the former president but they chose 
prizes in the order named because of handicap differences. 
Burtenshaw’s 89-11-78 earned him some cuff links and 
Geddes’ 93-15-78 won him some haberdashery in the form 


of three English broadcloth shirts donated by Charles 
Wood 
F. B. Barrett had the next prize-winning score, 84-5-79, 


and he chose cuff buttons as his reward. J. K. Law won 
a nice fountain pen donated by John Cooney on his card 


of 97-18-79. 
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Lee A. Kelly did himself proud in Class B by coming 
in with a 91-20-71, the low net of the day, for which 
trick he took the Heatherton cup home for a month, 
besides a golf bag which he can keep permanently to 
remind him that he won the honors in his class W. H. 
Carrier was made happy with second prize which he 


won with his 109-36-73. He took it in the form of a mid 
iron. Next came M. H. Booth with a score of 105-30-75 
He selected a pencil. The mate to this pencil was won 
by O. E. Goldschmidt on a 100-20-80. The last prize on 
the table, a mid-iron, went to C. G. Wall who had a 
1102-22-80. On display were six Everbrite metal clubs, 
made by the Curtis Bay Copper & Iron Works, Baltimore. 
Md., which will be awarded as prizes at the August meet 
of the association. W. A. Russell is donating these clubs 


PHILADELPHIA H. & V. GOLF ASSOCIATION 


George C. Gray is a hero to the members of the Phila- 
delphia Heating and Ventilating Golf Association. The 
reason is that he was host at the big meet held at the 
beautiful White Marsh Valley Country Club, ‘at Chestnut 
Hill, near Philadelphia, June 18th. 

It was an inclement day, but a wonderful course, and 
some wonderful scores were made—some of them won 
derfully high. For instance, Alex MacGregor, canny 
Scot, made the last five holes in the morning round in par 

In the morning round, where the players were divided 
into two classes, those with handicaps of over and under 
24, respectively, W. Wentz copped the chief prize in 
Class A. The aforementioned Alex MacGregor took sec- 
ond, with William Kerr, H. P. Gant and R. C. Bolsinger 
following in order. William Hepburn was the low man in 
Class B, being trailed by H. J. Carr, B. Pennypacker, 
H. J. Walter and George Kitson. 

In the afternoon, after an appetizing luncheon, keen 
competition developed in best ball foursomes Nusbaum 
and Wild tied with Elliott and Roeblin, with net 61's, 
and won on the match for the four golf balls prize. 
Willis and Cromb finished third, Williams and Hanson 
fourth and Barcus and Gray took the single golf ball 
awarded for fifth prize. 

The next meeting will be held some time in July and 
will be staged at the Lu Lu Country Club, in the Glenside 
section, near Philadelphia. 


CASPER, WYO., BRANCH OF M. J. O'FALLON 
SUPPLY CO, 
The accompanying picture shows the Casper, Wyo., 
branch of the M. J. O'Fallon Supply Co., of Denver, Colo. 
The gentleman on the platform is F. J. Fairchild, man- 














The M. J. O'Fallon Supply Co's, branch in Casper, Wyoming 


ager of the Casper branch. Mr. Fairchild has covered 


Wyoming territory for the past ten years and was made 


manager of the Casper branch when it was opened a 
short time ago. 
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Single Pipe 
| VAPOR 


At Low Cost 


Any Steam Heating 
System can be changed 
to a VAPOR System, 
easilv, quickly, and at 
a small expense. 


Our Vapor Booklet 
tells the Story 


Send for a Copy 


Gorton & Lidgerwood Co. 


96 Liberty Street 
NEW YORK 


C. W. BEDELL, 273 Congress St., Boston, Mass 
DUANE L. BLISS, JR., Rialto Bldg., San Francisco, Cal 
JOHN H. DODD, 1505 N. Haskell Ave., Dallas, Tex 
H. G. GASSMAN, Brown. Marx Bidg., Birmingham, Ala. 
CHAS. A. MANN, 155 N. Clark St., Chicago, Il 
WM. G. MOORMAN, 325 Ellicott Sq., Buffalo, N. Y 
J. E. PERKINS CO., 113 E. Franklin St., Baltimore, Md 
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The User of a House 
Pump Has a Right to 
Expect of the Motor — 
Successful Operation, If— 
The voltage is a little low. 

The belt is tighter than intended. 


Shafts and couplings a little out of 
alignment. 


The commutator and brushes have not 
had attention for several hundred- 
thousand starts. 


Repulsion Start Induction 


Single Phase 


Motors 


give all this and more 


The electrical efficiency is high ~keep- 


ing down the operating cost. 
Quiet operation — no 
“hum” or brush squeaks. 


nerve-racking 


Temperature rise not more than 40° 
Centigrade. 

A liberal use of materials for years of 
uninterrupted service. 


They Keep-a-Running 


Century Electric Company 


For More Than Twenty Years at 


ST. LOUIS, MO., U. S. A. 





Illustrating the ', Horsepower Motor. 
One-Eighth to 40 Horsepower 
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Personal 


eNention 


Walter J. Kohler, president of Kohler Co., Kohler, Wis., 
accompanied by Mrs. Kohler, returned to the United States 
last week from his European trip. They went at once to 
their home in Kohler. 

J. B. Murphy, vice-president of the Kohler Company, 
accompanied by his wife, was in New York last week on a 
trip, on which he combined business with pleasure. 

EK. J. Healy, representative for Sloan Valve Company, 
Chicago, and Brunswick-Balke-Collender Co., Chicago, has 
moved his office from 410 Hubbell building, Des Moines, 
lowa, to 512 Hubbell building 

rank S. Hanley, of New York City, secretary of the 
Eastern Supply Association, attended the recent conven- 
tion of credit executives held at the Hotel Statler, Buffalo, 
N. Y. The supply association is particularly interested in 
the discussions relative to the Federal Bankruptcy Act, 
proposed amendments thereto, and the raising of a fund 
for investigating and prosecuting individuals connected 
with criminal bankruptcies 

T. Devine, formerly with the Belmour Supply Com- 
pany, Passaic, N. J., 1 
Grunt, Newark, N. J This company has just moved 


as joined the sales force of T. 


into ne quarters at 33 Seventeenth avenue in that city. 

J. L. Stulsaft, of New York City, has been appointed 
eastern representative for the Reichert Float & Mfg. Co., 
Toledo, Ohio 

J. U. Farley, of Morency-Van Buren Mfg. Co., Sturgis, 
Mich., is spending the week in Chicago at the company’s 
Chicago office 

Homer R. Linn, for some years engineer of the Chicago 
branch of the American Radiator Co., was recently appoint- 
ed engineer of the Western executive department of that 
concern His office will still be located in the American 
Radiator Co. building, 820 South Michigan avenue, Chicago. 

EK. T. Aleorn, secretary of the M. J. O’Fallon Supply Co., 
of Denver, Colo., recently met with an accident which ne- 
cessitated the amputation of one of his legs, on June 23, at 
the Mercy Hospital. 
that he is getting on as well as could be expected under the 


His many friends will be glad to learn 


unfortunate circumstances 














Thomas Stinson, Detroit Range Boiler & Steel Barrel Co., 

Detroit; F. Sutcliffe, John Wood Mfg. Co., Conshohocken, Pa., 

and H,. 0. Nelson, Nelson Co., Detroit.—From “Domestic En- 

gineering” photograph, taken at the recent annual meeting 

of the National Pipe and Supplies Association, held in 
Cleveland 
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orrugated rubber tubing Special 
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Hudson Portable Shower No. 200 


Shower is made of %”* O. D. brass, heavily nickel plated and 
Age 


Ask Your Jobber for 


HUDSON PRODUCTS 


{ Put in a stock of Hudson Portable 
Showers. 

A blessing to families who can not 
yet afford permanent shower installa- 
tions——and a good auxiliary shower 
| for better homes. 


4) =COMPLETE BATH EQUIPMENT 


Other Hudson Products from a 
nozzle or spray to the finest shower 
and needle bath equipment. 


- > oe 





Write forcomplete catalog of Hudson 
shower and bath tub fittings. 





If your jobber cannot supply you write u 


oupling 


E" « c to prevent 
blow-off of rubber from stem Furnished with 24” curtain 
ring, 744” rain head, heavy white duck curtain, nickel plated W O R K S 


curtain pins, 5’ highest grade rubber tubing, nickel plated 








cast flanges 


screws, aluminum bulb connection to bath cock and adjustable i ‘ . 
aoe 116-120 Nassau St., Brooklyn, N. Y. 
Packed in individual cartons. Your jobber has them. 4 


























Heads are machine 
All openings have welded flanges insuring perfectly straight threads. Tanks are tested to 125 


NATIONAL STEEL TANK & MFG. CO. 


National Pneumatic and Storage Tanks, Air Receivers and No-Coil 


Hot Water Storage Tanks 


National Pneumatic Tanks have double riveted longitudinal seams; single riveted girth seams 


flanged and dished. Each tank coated on outside with preserving paint. 


pounds air pressure and guaranteed for 80 pounds working pressure. 
Vertical or Horizontal. Special tappings, handholes, and manholes are 
extras and furnished on application. 





National Storage Tanks are for vertical or horizontal installations. Are 
furnished standard or extra heavy. Standard tanks are tested to hydro- 
static pressure of 100 pounds per square inch, and good for a working pressure 
of 65 pounds, extra heavy to 150 pounds, and good for a working pressure of 
100 pounds. All heads flanged and dished. All openings have welded 
threaded flanges. Additional 
number of special tappings, 
handholes, manholes and coils 
are extras and furnished on 
application. 





Every National Tank is 
inspected and tested before 
leaving the factory. 





All sizes, black and galvanized. Write for prices. 
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Over 1400 Publishers 
Belong to the A. B. C. 


DOMESTIC ENGINEERING is one of the many pro- 
gressive publications, members of the Audit Bureau 
of Circulations, that have adopted an open and 
‘Above Board Circulation” policy. A.B.C. reports lay 
before advertisers vital circulation facts that have been 
checked and verified by trained circulation auditors. 


Among A. B. C. publications it is possible for adver- 
tisers to compare detailed circulation data as to city 
and suburban circulation, trading territory, contests, 
premiums, and other points of interest to advertisers. 
Only under this plan can they buy space with a full 
knowledge of the Pertinent Facts. They can have 
confidence in the effectiveness of their campaigns. 


Before the advent of the A. B. C., advertisers were 
forced to depend upon hearsay information and 
“Sworn Statements’ of circulation. Detailed figures 
were not available. Today buyers of space look to the 
A. B. C. for solid unbiased circulation information 
and select their advertising mediums accordingly. 


You can secure such Facts on 
‘‘Domestic Engineering’’ by re- 
ferring to the latest A. B. C. 
Report. A copy will be gladly 


furnished on request. 


‘WRITE TO THE AUDIT BUREAU OF CIRCULATIONS, 202 SOUTH STATE 
comncice CHICAGO, FOR A COPY OF “THE MEASURE OF YOUR MESSAGE” 
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Trade Literature 


Iron and Brass Drainage Specialties 
Greenwood Manufacturing Co., of Detroit, Mich., has 
issued Catalog No. 24, describing and illustrating its iron 


and brass drainage specialties The catalog consists of | 


forty-eight pages, 8 by 10%, inches, printed on highly 


glazed paper. Various styles of traps, drip sinks, floor 


drains, closet flanges and bends, as well as iceless water 
coolers are described. Many diagrams and cross-section 
views accompany the descriptions 
Bristol-Fuller Valves 
The Bristol Company, Waterbury, Conn., has issued 
Bulletin No. 319, describing and illustrating Bristol-Fuller 


controller valves for air, oil and gas. Bristol safety stop | 


valve and temperature controllers are also described. The 
Bulletin consists of fifteen pages 
Water-Works Equipment 

H. W. Clark Company, of Mattoon, Il., has issued 
Catalog 24, comprising 76 pages, 614 by 9 inches. The 
catalog lists water-works equipment, material and sup- 
plies. Among the articles mentioned are meter boxes, 
meter locks, covers and lids, service boxes and meter cover 
ings. The booklet is well illustrated, and contains a com 
plete price list and alphabetical index 

Envelope Stuffers 

The Buffalo Gas Radiator Corporation, of North Tona 
wanda, N. Y., has issued an envelope stuffer illustrating 
the Buffalo gas fuel steam radiators, and buildings in which 
these radiators are installed. These gas fuel steam ra- 
diators are individual heating units, automatically con 
trolled, for heating single rooms or whole buildings. 


Association Calendar 


The Enameled Sanitary Ware Manufacturers’ Associa 
tion has issued a novel calendar 21 by 28 inches, litho 
graphed in black and orange, with a separate calendar 
sheet for each week. The calendar is from June 1, 1924, 
to May 31, 1925. 

The purpose of the calendar is educational, It is to 


eliminate as far as possible the aggravation to plumbers, 
jobbers and manufacturers by damaged enameled ware, 
The calendar shows pictorially the right and wrong way 
to unload trucks and railroad cars, and the right and 
wrong way to open railroad cars. It is believed that 
truckmen and freight handlers are responsible for much 
if not most damage to fixtures though those sending out 
only one man on a truck to deliver built-in baths and 
double drainboard sinks are equally responsible for re 
sulting damaged goods. Another picture seeks to aid the 
plumber who has properly installed a fine fixture only to 
have some other mechanic come and abuse it with tools, 
rough materials, and by standing in it, ete. 

The weather cannot harm an enameled fixture but it 
can spoil its attractive appe trance and a carelessly placed 
fixture invites abuse. A ‘icture is therefore devoted to 
crated fixtures lying on ihe ground awaiting the con- 
struction of building. Sand can get in between packing 
and enameled surface and cause scratches. Bricks thrown 
against fixture may cause chipping or shattering of the 
enamel, Every fixture damaged is a fixture lost that 
someone has paid for. If the manufacturer has to stand 


| 


| 














“FEMCO BILL” 


} 
| 
| 
| 
| 


| 


the loss then the cost must be absorbed in those fixtures | 


that, properly handled, get on the job and give a lifetime 
of satisfactory service. 
The moral is: Let all co-operate and eliminate the un 


just burden of damaged fixtures from the upbuilding of | 


the plumbing business. Nearly 50,000 calendars have | 


About to Drive into a Trap 
You fellows that play the game know 


what that means, but that is not the 
kind of trap we want to interest you in. 


Isa ““FEMCO’’ TRAP 


Q 








Made of 17 gauge drawn brass, in |'4 and 1!% 
inch “P” or ‘‘S’’ with an exceptionally fine 
nickel plated finish. 

Not high in price, but good enough for the 


very best installation. 


We use nickel silver bead chain and red rubber 


Mack washers as standard equipment. 


The Frost Mfg. Co. | 


Kenosha, Wis. 
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As installed on more than 1,000,000 


heating systems in the past 20 years 


























The Butler Boiler 


Standard Equipment 


on all these steam boilers 


Abco Coil Oil City 
Abendroth Floral City Pebco 
Ames Kewanee Pierce 
Bernhard National Prox 
Birchheld Newport Richardson 
Butler Novelty Simplex 


Coatesville 


Also Keystone Boiler and Economy Boiler with No. 924 Sylphon 
Damper Kegulator as Standard Equipment 


Install any of these Leading Boilers 


When you install boilers that are Sylphon equipped (and 


you've 20 to choose from) you do two things -get a 
boiler that is a recognized leader, and once your installa 
tion is properly made, are safe from damper regulator 
tr ble 


Every Sylphon Damper Regulator contains as its expan 
sion member the Sylphon Bellows. Drawn from a flat 


heet of metal, it is absolutely without soldered seam 
powerful, flexible, it will last as long as the boiler ind 
always open and close the drafts smoothly and positively 


CAN BE USED ON ANY MAKE OF BOILER 


Damper Regulators 


Use 45-A for Hot-Water Boilersand Heaters 


It, too, contains the marvelous Sylphon Bellows 


Easily and quickly attached 
to any old or new hot water 
boiler. It will save coal and 
give your clients even heat 

ing at all times, also faucet 
water that will never spit 
steam, scald or burn 


We are the originators 
® 
patentees and sole manu 
facturers of the Sylphon 
Bellows Do not accept 
i 
imitations or substitutes \ 1 ik 


Send for Bulletin KDR 


THE FULTON COMPANY 


KNOXVILLE, TENNESSEE 
New York Chicago Detroit Boston Philadelphia 
Representatives in all principal cities in Ss. 


European Representatives: Crosby Valve & Engineering Co., Ltd 


41-42 Foley Street, London, W. 1., England 
Canadian Representatives: Darling Brothers, Ltd. 
120 Prince Street, Montreal, Canada 
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been distributed to jobbers, plumbers, and railroad and 
express transfer points and freight stations The above 
issociation will appreciate word of any important place 
not reached with a calendar. Individual views regarding 
the calendar and suggestions on this important subject 
will be appreciated by Geo. D. McIlvaine, secretary of the 
Mnameled Sanitary Ware Manufacturers’ Association, 


Oliver building, Pittsburgh 


TWENTY YEARS AGO 
Z 66 * cy ‘ ; 99 
in Dom estic i ngineering 


July 2, 1904. 

Western Trade Golf Association Holds Enjoyable Tour- 
nament.—A_ successful tournament was held by the 
Western Trade Golf Association at Glenview Country Club, 
Chicago, which had been placed at the disposal of the 


association through the kindness of Harry B. Clow. 


Increasing Facilities. The William H. Page Boiler Co., 
of Norwich, Conn., is increasing its facilities by the erec- 
tion of a new mounting room and machine shop two stories 
high 

B. FF. Sturtevant Co, Moves. The B. F. Sturtevant Co. 
has moved its plant from Jamaica Plain to Hyde Park, 
Mas 

Passes Plumbing Ordinance. The city council of Au- 
gusta, Ga., at its last meeting passed an ordinance to 
govern plumbers and regulate plumbing and the inspection 
of plumbing in publie ard private buildings in that city. 

Plumbing and Heating New ‘theatre.--Rossman & 
Bracken, of 1232 East Forty-second street, New York City, 
are installing plumbing and heating in the new Majestic 
Theatre in Brooklyn 

Want Plumbing Inspector for Lexington, Ky. At a 
meeting of the Joint Improvement Committee of Lexing 
ton, Ky., last week, an ordinance was recommended creat 
ing the office of plumbing inspector 

Hold Meeting at Rockaway Beach. The regular meet 
ing of the New York City Association of Master Plumbers 
was held at the New York Hotel, Rockaway Beach, on 
June 17 A fine fish dinner was served to the members. 

Heating Company Moves. The Royal Heating Co., has 
moved its offices to 73S Mission street, San Francisco, 
Calif., where commodious offices have been secured in an 
up-to-date building 

New Business Venture. Jacob Fries & Son have opened 
i plumbing shop at 1440 Perkiomen street, Reading, Pa. 

Adopt Plumbing Rules. The Board of Health of North 
Attleboro, Mass., has just adopted regulations governing 
the office of inspector of plumbing, which was recently 
created 

Honor for C. J. Wolff. Christian J. Wolff, second vice- 
president of the L. Wolff Mfg. Co., Chicago, was elected 
president of the American Foundrymen’s Association at 
its recent meeting in Indianapolis. 

Arrested for Violating Plumbing Ordinance,.-Theo. La 
tarre, a master carpenter at Joliet, Ill, was arrested last 
week and fined $3 and costs for performing the work of 
a plumber without having first obtained the necessary 
license, The inspector of plumbing intends to institute a 
crusade against the practice of having plumbing work 
installed by unlicensed persons. 

Planning New Plant.—-The C. M. Kemp Mfg. Co., of Bal 
timore, Md., is having plans prepared for a manufacturing 
plant to be located on Oliver street in that city. 





DOVES 





me, 












—EE 





errs ene 


July 5, 1924 








DOMESTIC ENGINEERING 


















Call It by 
Its Name 


CROWN No. 4 Box Stock 


When you order a Crown No. 4 Box Stock be sure to 
ask for it by its name and make certain that you get it. 
There is only one ‘‘Crown’’-—the original box stock. 
Cuts four pipe sizes without change or adjustment. 


Use CROWN Dies in Your Stocks 


Crown Die & Tool Company 


2634 N. Keeler Ave. ¢<: CHICAGO, ILL. 





There is only one Crown 


und Treeeer'e gunentee Makers of CROWN Labor Saving Pipe Tools 
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BUT- 


Does It Pay To Doll Up? 


THEN I was a bov, we didn’t have cars | You can’t make a buggy hoss out of a work 
W to go scooting around the country, | hoss by dolling him up in a nickel plated 
“seeing the girls.” harness.” 

It was buggies then 

Buggies and horses 

Dad had a good sturdy work horse named 
Jerry who was a whale for load hauling. 
Once when Dolly our so-called “carriage” 
horse was lame, I put the nickel plated buggy 
harness on old Jerry and tied a red mbbon on | We make the good old load-pulling-week-in- 
his foretop with the idea of calling on Miss | and-week-out Burnham Boiler 

Lona Otis If you want it dolled up, we can do it 

Dad dropped down to the barn when I was | But we discourage it 

hitching him up and remarked, “well, lad, | A boiler is for work 

Jerry is just Jerry, isn’t he? Not as a cellar ornament 


lo my notion it’s the same way with boilers 


Putting on nickel plated trimmings and doll 
ing them all up, don’t make them heat a bit 
better. 

It only makes them cost more 





Irvington, N. Y. Canadian Offices 
8 y Harbor Commission Bldg., lorone 


Representatives in All Principal Cities 124 Stanley Street, Montreal 
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An Invitation 
to You 


You are invited to notice the strong arrangement of the 
driving mechanism of the Bignall & Keeler Pipe Machines. 





Machines are driven through a compact gear-box, con- 
taining steel gears, running in oil, which are easily shifted 
for the required speed changes and deliver power directly to 
the gripping chuck from below. The strongest possible 
arrangement. 


Send for Catalog 


Bignall & Keeler Machine Works 


EDWARDSVILLE, ILLINOIS 
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BARRETT WASTES -— Buy them from your jobber 





HE Barrett Patent Cap 

Stop and Waste is made 
with an interchangeable han- 
dle thus it is. suitable 
for either right or left hand 
installation. This feature will 
save you many steps and 
dollars——and should a handle 
be accidentally broken, a new 
one can be easily and quickly 
attached. 


Made in all regular sizes from 
14 to 2 inch, I. P. T.—also in 
stop only without waste. 








Replacements and repairs 
are more quickly and 
satisfactorily handled = 
when the merchandise 


| The Cleveland Brass Mf g. Co. | Se" 


| 4606-4700 Hamilton Ave. Cleveland, Ohio | 





| 
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The Supply Market Reports 
CHICAGO (Continued) 


: Boilers and Radiators 

There was an increase of orders in the last few days, 
although some jobbers state that business in this com 
modity is quiet Prices are unchanged except the period 
prices, the anticipated advance of which was partly re 
sponsible for this slightly increased demand Deliveries 
are prompt. 


NEW YORK 


If a business revival in the plumbing and heating field 
depended entirely upon the mood those in the busine 
were in, a boom would start tomorrow Sentiment has 
reversed itself and, instead of talking hard times, nearly 
everyone now feels optimistic 

Demand is noticeably improved Manufacturers report 
that the biggest share of this demand ha been for 
immediate or early delivery 


In general, the “poor business’ cry has died down, 


if not entirely out, and most men who usually read the 


market well, are predicting five months of business that 
will make 1924 average up very favorably with the best 
years of the past. 

Soil Pipe 


It takes a week or two for demand to get going after 


a noticeable decline in prices, but a good many cars of 
soil pipe have been sold in this market during the last 
few days in spite of this fact Prices appear more stable 
There are few orders being placed for future delivery, 
most business being done for shipment at once 
Steel Pipe 

Jobbers’ prices appear to be more stable than they 
have been, while the manufacturers are holding their 
steady. Demand is fair 

Wrought Tron Pipe 

Both jobbers and manufacturers are enjoying a slightly 

better demand Manufacturers’ prices are firm 
Enameled Ware 

Three manufacturers reported demand better, two about 
the same as a week ago Factories as a rule have from 
30 to 60 days’ business on their books, although deliv 
eries can usually be made quite promptly, except on 
some items. Prices are tirm, but not uniform 

Pottery 

Downward revision in = prices was reported by two 
smaller potteries last week Demand is about the same 
as a week ago, shading from fair to good 

Range Boilers 

Range boiler demand is spotty. To interpret it prop 
erly, the trend for several weeks must be considered, as 
one week the business will be good for one concern, 
poor for another, while during the next seven days, con 
ditions may be reversed Manufacturers’ prices are re 
ported as stiffer. 

Plumbers’ Brass Goods 

There are so many grades of plumbers’ brass good 
offered to the New York market that prices are hard 
to determine Instances of a differential of from 25 to 
30 per cent are not uncommon Demand this week shows 
improvement in tubular goods, while cast brass demand is 
holding its own, 

Boilers and Radiators 
Order and shipping clerks are just catehinge their 


breaths after being snowed in under orders the last week 
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When the shower bath was new and installed 





only in the homes of the well-to-do, the shower 






curtain was accepted along with it as the only 





means of keeping the water from splashing over 
the bathroom floor 







But, when the novelty of the shower wore off 





and it passed from the luxury to the necessity 





stage, the shortcomings of the bath curtain 






became more and more apparent 







Today, the shower bath is housed in a compart 
ment of its own and is separated from the bath 
room by a C & S Shower Stall Door. Thus, the 
need for a clatnmy, unsightly bath curtain is 
eliminated and_ the plumber’s profit is con 










siderably increased 






C & S Shower Stall Doors 


are Sold by Jobbers 













Every plumbing contractor 









should have a copy of our new 







catalog llustrating ind des 
cribing the different types of 
fandardized door Sent free 
















CRIST & SCHILKEN CO., Inc. 
PITTSBURGH, PENNA. 
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McShane Swing Nozzle 
Double Sink Faucet 


with Adjustable 


“‘Your Jobber’’ 
Sells Them 


McShane Quick Set 
Laundry Tray Faucet 


with Ground Joint Unions 
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Screw Flanges 
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in June With the higher price, which went into effect 
Tuesday, a slump in demand of course became evident 


One manufacturer reduced the prices of one type of 


boiler, but increased the selling cost of another, with a 
change of rating Prices in general are firm, with in 
tances of companies making a cut here and there 
, 7 , - + m= y 
' ENGLAND 
NEW ENGLA! 
Business continues to show a steady improvement and 


with the return of confidence in the stability of the market 


as a whole, better buying is in evidence. sSuilding con- 


tractors report much new work in sight and plumbing 
and heating men are in a better mental condition than 


for the past two or three months. Prices of most of the 


commodities remain fairly firm. 


Soil Pipe 
Market firm at the recent price reduction. Business 
continues fair with stocks in hands of jobbers well as- 
sorted Demand shows an increase 
Steel Pipe 
Jobbers’ stocks are well balanced on all items at pres 
ent The demand is better than for some weeks and is 
steadily growing. No price change is anticipated Mills 
report a good volume of business 
Wrought Tron Pipe 
Stocks in hands of jobbers are in condition to care for 
ill requirements Demand shows a slight increase due 
to the increased business activity. 
Enameled Ware 
Demand continues to show increase and stocks that 
were overloaded a short time ago have been reduced to 
normal with the result that the price cutting that was 
seen a short time ago has been eliminated. As a rule, 
manufacturers are making prompt shipments. 
Plumbers’ Brass Goods 
Prices as a whole are steady Business continues to 
show a slight increase as demand grows. Stocks are well 
assorted 
Pottery 
A firmer price market. Some of the potteries recently 
made a slight drop to meet current market prices and 
at present all seem to be on the same level. Stocks are 
in good shape and a very good demand is reported 
Range Boilers 
Demand is fair with prices unchanged. Stocks are large 
enough to care for all requirements. 
Boilers and Radiators 
Price sheets govern the market at present Prices seem 
to be firm and a good demand is reported. Deliveries are 
being made promptly and much future business is said to 


be on the books. 


PHILADELPHIA 


It is plainly apparent that the confidence in the future 
outlook for new business will be well founded just as soon 
as the political situation is settled. Although there has 
been only a very slight increase in the amount of new 
business closed in the territory in and around Philadel 
phia during the last few days, there has been a noticeable 
number of new inquiries on projects that are expected to 
start in the near future. 

The cautious attitude of both the jobber and the master 
plumber or heating contractor has not changed when it 
comes to buying, but more confidence is noticed when the 
market is discussed. Prices appear to be somewhat firmer 
than they were last week, and the opinion is held by many 


that they are as low as they will go this season. 
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NYE 
The Die Man 


Pipe Tool Maker to the 


American Plumber and 
Steam fitter. 





NYE Thin-tsiade cutter 
wheel made to fit all 
standard pipe cutters. 


The* Difference Between a Widow and a Window 


Well, for one thing, you can see through a window; but a widow is beyond 
understanding. 


She is the most unselfish of creatures; while other people are looking out for 
No. 1, she is looking out for No. 2. 


She has been married to one man, and yet she is willing to marry another; 
and you can’t understand that. 


She let No. 1 know what she thought of him; now she is hoping that she can 
get another man as good. 


It is like using a Nye Die; you never realize how good it is until you have to 
get along with some other. 

And if anything by any chance happens to the Nye Die you have been in the 
habit of using 

If someone steals it (and someone is likely 
to), or somebody loses it, or the shop burns 
up 

You know you want another Nye Die, and 
you hope it is as good as that other Nye Die 
was, for that was a wonder. 

And it will be. 





NYE four-way solid die stock equipped 


HARRY G. NYE with %” to 1” dies. 


THE NYE TOOL & MACHINE WORKS 


108-128 N. Jefferson Street CHICAGO, ILL. 























IKE this, with the heavy galvanizing both inside and 
= out, and the uniform, well-rounded rivet heads, 
will make a complete high grade job — a continuous 
advertisement of great value. 


i The Whitaker Range Boiler will give you this advan- 
= tage for all your range boiler work. These boilers are 
made in various sizes for all requirements. After all 
forming operations — including riveting and welding 
the boiler is given a thick protective coating of zinc 
galvanized inside and out. 


Don’t you think it would be a good thing to tie up 
with this sort of a proposition? 


RANGE aITAKES BOILERS 


Wheeling Steel Corporation 


Wheeling, W. Va. 
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No.1] “Antrican” Combination Lavatory 


and Shampoo Faucet 


A Fixture that adds style and beauty to the 
‘bath room. 

Every home needs one. 

None better for barber shops and beauty parlors. 

Hose and Spray attachment high and out of the 
way. 

Best grade material, combined with steam packing 


and ‘“‘Non-Wear”’ hard cured Rubber Seat Washers, 
used in all our Lavatory Fixtures. 

Five different styles of Combination Lavatory 
and Shampoo Fixtures manufactured and fully 
guaranteed by 





The American Sanitary Manufacturing Company 


(Waukegan Plant) $3 Waukegan, Illinois 


“CHICAGO” PUMPS 


Give You 


HIGH QUALITY ata REASONABLE COST 











The best workmanship and finest mate- 
rials obtainable are used in building 
“Sure Return’ Condensation and ‘‘L-1”’ 
Bilge Pumps — yet we are able to sell 
them at very low prices. 


Hundreds of each size are put through 
our modern shop at one time—-but each 
unit gets individual care and inspection. 
Thus you are assured of a reasonably- 
priced, proper working outfit. 





“SURE RETURN” CONDENSATION 
PUMP Try a ‘‘Chicago”’ pump on yournext hard “.1"* BILGE PUMP 


Ask for Bulletin 47. job. You will like the result. Ask for Bulletin 48. 


CHICAGO PUMP COMPANY 
2322 Wolfram St. CHICAGO, ILLINOIS 
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The usual report from the majority of the master 
plumbers this week is ‘‘Better business.” 
Soil Pipe 
There has been a little more activity in the soil pipe 
market than a week ago. Jobbers’ stocks in general con 
tinue heavy, but what demand there has been is mostly 
for immediate delivery. Prices are apparently on an even 
keel. 
Steel Pipe 
The demand for steel pipe continues to show improve 
ment over last week. Stocks are in excellent condition and 
mill shipments are prompt. Manufacturers’ prices are very 
firm, while jobbers’ prices are much more stable 
Wrought Iron Pipe 
Jobbers report that wrought iron pipe appears to be 
in fair demand again this week. Good stocks, prompt 
shipments, and a firm price are the outstanding features 
Enameled Ware 
Enameled ware continues to show some slight improve- 
ment this week over the preceding weeks. Jobbers’ stocks 
are generally good. 3oth the manufacturers and the job 
bers are keeping the price firm. Demand on the manu- 
facturer is usually for prompt shipment. Deliveries have 
improved, except on some items. 
Pottery 
Pottery has improved slightly this week and shipments 
from the potteries have about kept pace with the demand. 
Three potteries are reported as reducing prices in order 
to bring about a more uniform price level. Jobbers have 
at last been able to accumulate a little stock 
Range Boilers 
Excellent stocks, with the price firm and demand about 
fair. 
Plumbers’ Brass Goods 
Brass goods have changed very little this last week The 
demand on tubular products appears to be better. Minor 
changes in prices are being announced but, as a rule, prices 
are very firm, stocks good, shipments prompt. 
Boilers and Radiators 
The demand for boilers and radiators is satisfactory 
The demand preceding the price change of July 1, while 
good, was not as heavy as at the last period change. Prices 
are very firm, 


PACIFIC COAST 


Coast business is, more or less, settling down to an 
even keel and while it is not now expected to be the 
equal of the past six months, it gives every indication 
of being fairly good. 

While there are various opinions as to what the actual 
prospects are, and there is about the same number of 
pessimists as in other parts of the country, the majority 
of business men realize that Coast business as a whole, 
is on a sound basis and financially the Pacific Coast is 
in as good a position or better than any other part of the 
country. While there may be some instances of prices 
being shaded, they are few and far between. 

Soil Pipe 

The trade, generally, is marking time as far as soil 
pipe is concerned. Jobbers’ stocks are all in fairly good 
shape and are in condition to take care of present require- 
ments which are fair. Prices, which are based on present 
foundry quotations, seem to be firm. 

Steel Pipe 

The demand for steel pipe is fair in California, par- 
ticularly on account of the extremely dry year, consider- 
able pipe being used in the development of water supply 
in the rural districts. Jobbers’ stocks as a whole, are in 


Four Ball Handle 
Bath Cock 


Complete satisfaction for both the plumber and his 
customer will follow the installation of Capitol 
Bath Cocks, Basin Cocks and Quick Compression 
Bibbs. The fixture illustrated is our No. 435 Bath 
Cock. It is careft'ty made of high grade steam 
metal composition, composed entirely of virgin 
metals. The duplex seats are practically indestruc 
tible The heavy 

coating of hard 

nickel will last a 

lifetime if given 

prope! care 


Our catalog, furnished 
free upon request, 1! 
lustrates and describes 
the full Capitol line of 
Plumbers’ Brass Goods 
Boiler Trimmings and 
Valves It's the line 
that satisfies 


Capitol Brass Works 
Detroit Mich. 
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More for Your Money. Besides a 
Competitive Price You Get the 
Following Additional Features. 


Worth $10 More 


an the average pressure switch 
found on an electric pump 
MONARCH'’S Pressure Switch 
is of two-pole construction with 
y circuit breaker and safety 
ulse control, insuring d 


able and safe operation. Compare 


ICP nd 


it with other switches 


Prolongs Life of Pump 


\ Pump is worth more with this 
feature when it prolongs the life 
of apump. MONARCHS sleeve 
iarded piston prevents water 
from passing into the oil cham 


ber It also prevents damagt to 


the piston rod by the careless 


handling of tools 
Insures Correct Operation 


and adds to the value of any 
pump MONARCH’S) Adjust 
Air Valve able Air Valve for short and long 

lifts will provide the proper 


amount of air for the tank and 
eliminates the annoying troubles 
of a water logged tank. 





Here are only three of the many features that you 
get in a MONARCH Pump at the same price that 
you pay for other pumps without these features. 
You are getting a better pump for less money when 
you buy MONARCHS. 


Send for a catalog and latest prices 


Ohne MONARCH 
ENGINEERING CO, 
DAYTON, OHIO,US.A 
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excellent shape and prices appear to be holding firm. 
Enameled Ware 
Jobbers’ stocks are practically 


The demand is fair. 


wll in good shape and no difficulty is being experienced 
in securing ware promptly to fill all requirements. 
Range Boilers 

The demand is fair. Jobbers’ stocks are in good shape 
and with two concerns now manufacturing and another 
one building a factory for range boilers on the Coast, 
idded to the stock carried by manufacturers’ warehouses, 
it appears as if the Coast is not likely to be short of 
range boiler 

Pottery 

The demand is fair. Jobbers’ stocks are in fair shape 
and are now in condition to take care of present re- 
quirement Prices remain unchanged, 

Plumbers’ Brass Goods 
Jobbers’ stocks are in good shape 
Prices 
vary somewhat based on quantity of material required. 


The Metal Market 


The demand is fair 
and able to take care of present requirements. 


July Average Average Average 
l May 1924 Mar. 1924 1924 
IG TRO 
I CS i 
1% t pec. S80 $24.50 $28.72 
I AND SHEETS 
r plate I t 
rea | per Il Lik 2.25 2.404 2.18¢ 
| i | h t 
Pittsburgh, per Ib 2.80 2.80 2.900 2.50¢ 
| ! ed sheet 
I reh, per ll bot bod od ioe 
‘ I sheets, Pitt 
il per | t Svc 1.800 1.90 1.32 
PIN 
rait tin 14.78c 42.71¢c 
COPPER 
Prime Lake, delivered 12.624 14.96e 
| tro, f. 0. b. refinery 12.456 14.61le 
Copper t f o, | 
Chicas ase price 20'4c per Ib 
LAI 
(‘h 6.8 7.35 
THE OLD METAL MARKET 
Dealer's Buying Prices 
Per lb Per lb 
Aluminum clipping 17 < Copper, light ‘ 8c 
Block tin | ae Copper, unerucibled 
bra light . bc wire 9 @ 
Ihr hea mixed 6 « Faucets and valves flee 
Itt red 7% Lead, heavy 5 Cc 
‘ ‘ 4 Solder joints 5 ye 
NOTES TI rang pr is not given The prices 
quoted res the vy point of spread on Tuesday of 
t! 4 | 


Joseph G. Schuler, city commissioner of Wilkes-Barre, 
Pa., has opened a branch plumbing establishment on 
North Washington street. He recently sold his fine resi- 
dence on South Washington street and has moved his 
family out to his Trucksville farm. 

Jas. Campbell, master plumber, Wilkes-Barre, Pa., is 
building an extensive addition to his shop on South Wash- 
ington street 

Dillon Supply Co., Raleigh, N. C., has just completed 
installing in its buildings, a sprinkler system at a cost 
of $8,000 This concern had an exhibit of oil engines 
and air compressors at the Good Roads show which was 
held recently in Greensboro, N. C. W. V. Barringer was 
in charge of the display. 
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NIEDECKEN SHOWER 


PATENTED 








THE OLD WAY THE UNO WAY 


Mr. Plumber! 


YOUR OPPORTUNITY 


There are thousands of homes in which you can 


install the UNO NIEDECKEN SHOWER over the 


THE UNO NIEDECKEN SHOWER is 
a permanent fixture operated by the 
Niedecken Mixer and is easily installed by 
branching into the bath tub supplies and 


is adaptable for end or side installation. 


tub already in place; it will modernize the bath 
in the Old Home and gives all the advantages of 
a shower stall. 


HOFFMANN & BILLINGS. MFG. Co. 
Write for Bulletin D. 10X Mi 


ruwaAuK ee. Ss. A. 





You Need Rugged Construction for Deep Well 
Pumping 


If a column of steel and a column of water are 
each subjected to heavy pressure, it will be 
found that greater pressure is required to 
compress the water than the steel. 


That comparison gives some idea of the tre- 
mendous strain imposed upon a Deep Well 


Baltimore 





Deming Deep Well Working 
Head—Walking Beam Type 


Built in three sizes for light, 
medium and heavy duty. 


THE DEMING CO. 


The nearest distributor will work with you for mutual profit 


Chicago, Henion & Hubbell, 217-221 N. JeffersonSt. 


Head, working against a practically incom- 
pressible column of water that must get out 
of the way of the plunger. 


“Depend on Deming”’ construction to give 
long, continuous service on the hardest pump- 


ing job. 


Complete Pump Catalog Sent on Request 


Est. 1880 SALEM, OHIO 


Louisville Laib Company 


Southern Supply Company 
Richmond Sydnor Pump & Wells Company 


Denver Hendrie & Bolthoff Mfg. & Supply Co Minneapolis Central ir ly Company 
Detroit Standart Bros Hdw. Corp Pittsburgh, Harris Pump & Supply Co., 316 2d Ave 
Kansas City English Tool & Supply Co San Francisco Crane Company 


Agencies in all principal cities 
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For Your Valve Requirements— 
We Manufacture a Complete Line 


Advertisement No. 


You can count on ‘“‘more weight per dollar’? and quick delivery of any kind of 
valve youneed. We manufacture a complete line of valves and have manufactured 
nothing but valves for over 30 years. Here's a partial list of our products. We 
manufacture any size or pressure desired. Watch our coming advertisements 
for a continuation of this list. 


Scott Steam Radiator Valves 


Gate Radiator Valves, Corner Radiator Valves, Corner and Offset Radiator 
Valves, Hot Water Union Radiator Valves. 


Scott Extra Heavy Gate Valves 

For steam, water, oil and gas mains. Extra heavy straightway gate valves. Scott 
extra heavy hydraulic straightway gate valves non-rising stem, for pressures up 
to 1,000 pounds hydrostatic. 

Scott extra heavy gate valves, stationary stem for working pressures up to 250 f 
pounds. i 








Scott extra heavy pressure superheat Gate Valves. é 


Write for Bulletin 363 


SCOTT VALVE MANUFACTURING CO. 3962 McKinley Ave., DETROIT, MICH. 


OREO SSO 


SIGN OF VALUE 


"MORE WEIGHT PER DOLLAR” 
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ARMSTRONG 


The “standard’’ hinged pipe vise 
with which all others are compared 





The genuine article usually costs a little more but 
you always get better quality and usually greater 
value, all of which is perfectly natural and logical. 


Have you ever known of an imitation or copy of 
any product of merit that was made better than 
the original? Of course not. In order to sell at 
all, the price necessarily must be lower, and in order 
to make this possible the quality must be lowered. 


STB 


Genuine Armstrong Hinged Pipe Vises are obtain- 
able from any plumbing jobber in the country. 
There is no good reason for your accepting any- 
thing else. 
THE ARMSTRONG MFG. CO. 
Bridgeport, Conn., U. S. A. 


PIPE TOOLS 
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New Business hig 


The Hengel Plumbing & Heating C if LaCro Vis., 
has been incorporated with pagent $12,000, by J. H 
Hengel, N. J. Hengel and George Knudson 

The Souther:a Plumbing Co., of Lexington, Kvy., has 
een incorporated with a capital of $10,000 by H. J 
Frantz, L. W. Bubb and J. H. Roache 

Vance Kolarik and Jack Ennis have opened a plumb 


ing, heating and electrical shop in Crete, Nebr 








oa Si 


Lett to right, top row: G. W. Clark, Flint & Walling Mfe. 
Co. Kendallville, Ind.; G. A, WeMahan, Perfection Metal Prod- 
uets Co,, Cleveland,—Second row: John H. Niewoehner, of 
Richmond, Ind; F. EK. Mills, Vaile-Kimes Co., Dayton.—Third 
row: R. LL. Tausel, Vaile-Kimes Co., Dayton, Ohio; J, N. Prindle, 
Perfection Metal Products Co., Cleveland.—Fourth row: R, J. 
Vairchilds, National Water Lift Co., Kalamazoo, Mich., and 
WW. OP. Evans, William Heap & Sons, Grand Haven, Mich.— 
Nottom row: F. B. Iddings, Flint & Walling Mfg. Co., Ken- 


dativille, Ind., and J. BE. Thornton, Master Eleetrie Co., Day- | 
ton, Ohio.—Erom “Domestic Engineering” photos taken at | 


the National Convention in West Baden, Ind, 
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BRYANT AUTOMATIC 
Hot Tou Water 


STORAGE SYSTEMS 


are 


Different 


and in their 


Difference Lies their 
Superiority 

The Bryant is unlike any 
other water heating system 

Unlike in its superior design; 
Unitke in its reliability; 


Unitke in its dependable auto 
matic control; 


Unitke in its low cost of opera- 
tion; 


Unlike in its extremely de 
sirable construction. 


Learn wherein it ‘s different 
and you will learn why 


it 18 superior. 











————— 
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THE BRYANT HEATER & MFG.CO. 


958 East 72nd Street Cleveland, Ohio 


Branch OF in Principal Cities 
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ouble Eccentric 
Adjustable Flange Union 


For all Pipe Connections 
in line or out Of Jing 


up to one inch variation. 


All strain on joints is eliminated and the 
necessity of springing, bending, cutting- 
off or adding-to is avoided. Flow is not 
impaired because the Josam Union has an 
interior area 50‘; greater than the pipes 
it connects. 


Made in 2” to 8" sizes. 
For sale by all Plumbing Supply Houses. 





ORDER YOURS TODAY 





The Josam Manufacturing Co. 


Main Sales Office: 
Cleveland, O. 


Factory: 
Michigan City, Ind. 


“There are no substitutes for Josam Products” 
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The Trogan Plumbing and Heating Company, 24 Crans 


ton street, is a new firm in Providence, R. I Gordon 


MacWilkinson is the proprietor 
TOURED JERSEY CAPITAL CITY 


from Clifton, N. J., and 
vicinity toured the state capital city, Trenton, June 24 


Twenty-three master plumbers 
as guests of the Thomas Maddock’s Sons Company and 
the Passaic Plumbing Supply Company The party, in 


charge ot Samuel Eichenbaum, of the Passaic supply 
house, arrived in Trenton in the morning The forenoon 
was spent in an inspection of the pottery, then lunch 
was served at the Maddock’'s cafeteria in the factory. 

The party then visited the state prison, after which a 
call was made on Governor Silzer After trips to public 


institutions, dinner was served at Blooming Farm 





‘ 
he 


From top to bottom: Stephen P. Hackley, Jack Kennedy and 
nh. M. Hubler, Bridgeport Brass Co., Bridgeport, Conn.; Her- 
man F. Straus, Gardner Metal Co., Chienso; David Smythe, 
Central Tube Co., Pittsburgh; Gordon V. Hackett, American 
Brass Co., Waterbury, Conn.; L. Troxel and W, G,. Bryant, 
The Bead Chain Mfg. Co., Bridgeport, Conn.; H. T. McMaster, 
oO. E. Palmer and Lyn Sturdevant, Sturdy Mfg. Co., Ine., 
Stroudsburg, Pa.—From “Domestic Engineering” photos 
taken at the National Convention in West Baden 
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REG. TRADE MARK 


HEATING SERVICE 



























For Drainage of Large Steam Piping 
and Blast Heaters 


The No. 16 Trap was specifically designed to handle large 
volumes of condensate from piping or cast iron blast 
heaters, and for the heavy calls for maximum service 
occurring on low pressure steam mains and risers. It 
combines a thermostatic valve for venting air and a float 
operated valve for handling water. Made in four sizes, 
as follows 
‘; inch 6,000 sq. ft. direct radiation 
1 inch 7,000 sq. ft. direct radiation 
1'; inch 9,000 sq. ft. direct radiation 
1'4 inch 11,000 sq. ft. direct radiation 


The operation of Type 16 Trap is entirely automatic. Widely 
used on both gravity and vacuum heating systems. Write for 
descriptive folder. 





Seventy branch and local sales offices in the United States and Canada bring Dunham 
Heating Service as close to your office as your telephone Consult your telephone 
directory for the address of our esentative in your city 


No. 16 Dunham trap 


C. A. DUNHAM CO. chicago. OP itinois 


BADGER, 


Copper Range Boilerr 








And Brass Pipe Plumbing 


“Badger Copper Range Boilers and 


Brass Pipe Plumbing naturally go 
together. Your customer who is will- 
ing to pay for brass pipe will surely 
be willing to pay the slightly addi- 
tional cost for a copper boiler which 
absolutely eliminates rusty water.”’ 


E. B. BADGER & SONS CO. 
67-75 Pitts St. Boston, Mass. 


CANADIAN REPRESENTATIVE 
FRAZER & CHALMERS, Canada Cement Bldg., Montreal, Canada 
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Advertising to Your Trade 








































Bound in Cloth 
Size 414x634. 
Over 100 pages. 1900 Prairie Ave. 
Price $1.50 postpaid. 








on ees Thermomet 
you will find is an ae way to create good will. Every 
mother receiving the 7ay/or Baby Bath Thermometers with your 
advertisement on it will use it constantly. 
Your advertisement on display on the Taylor Wall Thermo- 
meter will be consulted daily. For every one is interested in the 
weather and wants to know the temperature. 
Let us quote you on quantity lots. Catalogs that show you the 
various ways of using thermometers to put your sales message ' 
permanently before the public. Write today tor them. ‘ 
| i 
pUSSELL ¢ ‘ 
* COLUMBUS, OM10 SOy lavlor on the TS company 
i/ PRONE 245 VISION OF TAYLOR INSTRUMENT CO's 
«© Ay Poet ROCHESTER, N. Y. 
‘ ~~ * 
a ~~ \ Y: , moa | 
ty, <> - Z t f 
MBING . me | ayvlor 
& HEATING Martin W. Utz 
7 | > ; 
~ / \pultieeiay) | sais 
a L Termemater j.. Beabeater ay F 
G the 
—cnANDIS SIN : | “ ERCHANDISING the Plumbing Business” 
| ME BUSINE® ” : ; 
LU JMBING- is the title of a new book written by K. W. 
‘deat “ : Zoeller. This book was compiled in response to 
a wide demand by the trade for a non-technical 
book on modern merchandising that would be of 
real help to the contractor. There are twenty-six 
chapters which cover complete merchandising as 
it applies to the plumbing and heating business. 
You will find the scope of this book much broader 
than the usual discussion on this subject. It is 
one of those “easy-to-read” books, interesting 
and thoroughly modern. 
5 


subjects. 
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It contains many suggestions on Window Dis- 
play, Showrooms, Advertising and many other 


Domestic Engineering 
Chicago 
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This &~ That, Here & There 


E. G. Harri master plumber and heating contractor 
Salt Lake City, Utah, and his wife and daughter, are enjo 


ing a vacation in California and other Pacific Coast state 


Thomas Haverty, plumbing contractor Lo Angel 
Calif., together with his wife and dau ter, have returned 
to their home after an extended trip through the Pacific 


Coast states and Alaska 


Farrell Heating & Plumbing Co \tlanta, Ga put 
chased a site on Harri treet between Peachtree nd vA 
streets, in that city, where it is planned to erect 


building to be used as permanent quartet 


J. F. Garvey, master plumber and heating contractor it 
Mason City, Iowa, has secured reservation on the 


Adriatic of the White Star Line filing from New Yorl 


July 5, and will visit the scenes of his childhood T! 

his third trip across the big pond From Ireland he wil 
go to Wembleton, England, to visit the reat fair of the 
British Empire, an exhibition of all industri in England 
and the British Dominions Krom there he will go to 


Scotland. He will return in the Fall, 
Henry Hauck, master plumber, has opened a new show 
room and office on Bergen street, Newark, N. J 
Gilmour & Empire, Jacksonville, Fla., have moved theit 
plumbing establishment from 218 Main street to 10 and 
12 West Monroe street where thev have a doubl tore 








Top row: Leo Mayer, HH. B. Pridstein, M. Uirshstein, Joe 
Hirshstein, bb. M. MelLundie, MW. BB. WKoblitz, G. W. Busch, Pb. M. 
Wilson, and TW. Gardever, all of Josam Mie. Co., Wichigan 
City, Ind.—Second cow: J. J. Born, H. 8S. Thornburg, 8S. He. 
Gilmore and R. ©. Angelbeck, all of Kohler Co., Kohler, Wis. 
—Third row: ©. Ek. Lineotn, J. 1. Stenner, W. OC. Heinrichs 
and R. LL. Moore, all of Mueller Co., Decatur, Ib—Bottom 
row: RR, ©. Heaver, L. DeWolf, PF. DD. Gassmere, and ©, A. 
Perry, all of Wolff Mix. Corp. Chicago.—lrom “Demestic 
Engineering” photos, taken at the National Convention at 
West Baden, Ind, 
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ORTABLE Lectric re 





MACHINE 
and a R-O-G-A-C-O 
Reversible Power Drive 


can thread any size pipe from to 8 inches in 
diameter. The machine is portable as a unit 
It operates from any electric light socket, no 
counter shaft or high v 


The Regaco Portable Electric Pipe Machine will 


Itage line required 


cut off, ream, thread pipe from to 2 inches in 
diameter either right or left hand threads, and it 
will do it four time is fast as a man with hand 
tools 


With geared hand die stocks and the Rogaco 
Reversible Power Drive Attachment the ma 
chine’s capacity is increased to 8-inch pipe The 
Drive is reversible, you don't have to take off the 
Drive and back off by hand 


The big thing about the Rogaco Mact 

the money that it makes for its owner The 
machine will pay for itself in a short time with the 
labor saved and will*continue to earn money at 
the same rate for many years to come 


Write for bulletin giving full information, also 
list of users 


“THE PIPERS PROFIT MAKER” 
Manufactured by 
Gamwell & Company 


Pittsfield, Mass. 


Robbins, 
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Md. PIPE FITTINGS 


Trade Mark AN D 





Trade Mark 


IRON BODY GATE VALVES 


Screwed 
Non 
Flanged Risi 
tet ising 


Hub Stem 


Ends and 
0.S.&Y. 
sini Patterns 
2° to 8 


Inclusive 





Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 























The New 


LESKOLE SPECIAL 


Automatic Air Valve 
Leaves the air out and keeps it out 


Turn a Steam system into a Vapor system without the use of 

any other appliances than a LESKOLE VALVE 
NO PRESSURE. NEEDED TO OPEN OR CLOSF. 

This is not a Thermostatic or a Float Valve, and as it closes 
from the bottom, it cannot water-log 

The seat is made of Monel Metal to prevent corrosion 

No adjustable features; nothing 
to get out of order 


Literature and testimonial letters 
from your vic inity on request 
YOUR JOBBER OR 
DIRECT 


List Price: 
Leskole Special $2.00 
1.75 


Leskole Standard 


Money Back Guarantee 


Leskole Sales Co. 


207 Walnut Place 
PHiLADELPHIA PA, 





Representatives wanted. Desirable 
territory open in your vicinity 
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P. C. Fuhrman, master plumber, Jacksonville, Fla., 
has the sympathy of his friends in the loss of his mother, 
who recently died at her home in Pennsylvania 

W. R. Taylor, master plumber, Jacksonville, Fla., will 
install a modern showroom at his place of business, 14 
Kast Union street 

The Spangler Plumbing Co., which recently moved to 
its new home near Five Points on the south side of 
Birmingham, Ala., is usjng billboard advertising exten- 
sively. 

Contract is about to be let by LaCrosse, Wis., for the 


construction of a comfort station of brick. 














Reading left to right, top row: B. J. Farwell, Chicago; W. T. 
Mayfield, Birmingham, Ala.; Karl B. Schmitz, Ruud Mfg. Co., 
Pittsburgh.—Second row: M. I. Weil, president Chicago Pump 
Co., Chiengo; T. F. Parker, Refinite Co., Omaha, Nebr.; W. S. 
Calvert, Refinite Co., Omaha, Nebr.; G. B. Collins, Jones 
Hollow Ware Co., Baltimore.—Third row: J. E. Johnson, 
Johnson-Murphy Co., Detroit; and Mrs, J. E. Johnson.—Bottom 
row: Harry Olsen, John A. Cotter, of the Nye Tool & Machine 
Works, Chicago; F. B. MeFeely, vice-president Conemaugh 
Iron Works, Loetrobe, Pa.; C. C. Adams, secretary-treasurer 
Conemaugh Iron Works, Latrobe, Pa.—From “Domestic Engi- 


| neering” photos, taken at the National Convention at West 


Baden, Ind, 
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Bath a ‘Day Movement 


HE essay contest, put on by the Illinois Master 

Plumbers’ Association, was brought to a finish last 

week when the judges selected the winners and 
awarded the prizes. The judges of the contest were Pro 
fessors J. Howard Beard and Edward C. Baldwin, of the 
University of Illinois, and Dick Johnson, master plumber, 
of Champaign, II1. 

The title of each essay was to be ‘The Value of Fre- 
quent Bathing,’’ and the essays were all to be based on 
a reading of “The Story of the Bath.”” More than 300 
essays were submitted by school children of Illinois, all 
of whom had read the story in the schools of twenty- 
seven cities. 

Wm. G. Bergner, who is the father of this movement 
in Illinois, will continue the work next September. His 
ambition is to have “The Story of the Bath’’ read as sup- 
plementary reading in the schools of at least one hundred 
Illinois cities, 

Miss Josephine Coosey, East St. Louis, Ill., won the first 
prize of $100, and Miss Adele Mernitz, Chicago Heights, 
Ill., won the second prize of $50 

Miss Coosey's First Prize Essay 

The necessity of cleanliness is not the only reason for 
frequent systematic bathing, and although cleanliness is 
a sufficient reason, it is comforting to know that at the 
same time and by the same means a beneficial effect may 
in other respects be exerted upon the body This fact 
holds good for persons of ail ages, and in some ways the 
young will receive a greater aid from the wise use of water 
than his parents. In him the process of tissue change is 
especially active, and the skin, which has an important 
part to play in all people, is in him particularly important. 
One must remember that the skin is more than a mere 
exterior finish to the body In addition it is a most val 
uable organ of sensation upon whose exact working much 
of our physical safety depends. Jesides it is an indispens 
able excretory organ, without which the life of the body 
could not be continued. Yet another function is that of 
a heat regulator by which heat is freely radiated when 
the temperature is high and kept within the body when 
the temperature is low. 

Beautiful health, a beautiful skin, honesty, thrift and 
right thinking all have their beginning in a clear skin. 

It is said that the average American loses nine days 





Left to right, top row: G,. A. Caldwell, ©. S. Weaver, Harry 

Fr. Weaver, KR. W. Rich and B. M. Mitchell, all of Peerless 

Selling Co., Evansville,. Ind.—Bottom row: 0. CC. L. Mann, 

C. G. Perkins, John Morrissey, H. A. Lentz, and Harry B. 

Lentz, all of Peerless Selling Co., Evansville, Ind.—From 

“Domestic Engineering” photos, taken at the National Con- 
vention at West Baden, Ind. 
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It’s Really Portable 


Is a vise stand really portable when it is neces 
sary to unfasten the legs from the floor and head 
every time it is moved? We think not, and 
that’s one reason why we claim that the Martin 
is really portable. The angle at which the legs 
set makes bolting down unnecessary and the ab- 
sence of any loose parts makes it possible to 
set it up or take it down in less time than it takes 
to tell it. Weighs only 45 pounds. 


MARTIN 


Portable Vise Stand 
and Pipe Bender 












Every Martin Stand is 
equipped with a clever device 
with which pipecan be quickly 
bent without kinking it or 
adjusting any parts whatever. 
This costs you nothing extra 
but you can get it only on 
the Martin. 





H. P. Martin & Sons 
626 EAST 2nd STREET 
Owensboro, Ky. 


10 Days Trial 
F-R-E-E 








GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 


Hinges for all types of toilet seats 
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¢ Here’stheWaterSupplySystem 
you've been hoping for 


If you sell water supply systems 
and have been trying one after 
another, hoping that some day 
you would find one that you could 


nstall with confidence that it 
would stay sold and not require 
q service calls--you'll find the 
‘ $ Kalamazoo is just that sort of a 
system 


KALAMAZOO 


Water Supply Systems are really 
There's 
not room here to begin to tell the 
story but a few points are 
High grade parts throughout 
brass and bronze only comes in 
ontact with water repulsion 
nduction motor slow speed ql 
(156 R. P. M.) -only one stuffing oy 
box extreme accessibility, even 
cylinder can be removed by un 
crewing four nuts Absolutely 
quiet operation— no vibration 


different from the rest 


ar | 


The price is worth writ- 
ing for. Let us place all 
the facts before you. 








National Water-Lift Company 3% 
Kalamazoo, Michigan 
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Laundry Tray Faucets 


(Patents Pending) ( 
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Heavy pattern with }4-inch “Ground Joint” Brass 

Unions. Special designed clamps, adjustable vertically 

and horizontally. Clamping bolts brass. Attachment of 

clamps are to the extended body, below swinging spout. 
High grade but not high priced. 


Write Your Jobber for Prices. 


STREET & KENT MFG. CO. 
Clybourn Ave., CHICAGO, ILL. 
Manufacturers in Chicago since 1888 
ww Pd Petru Pe Drea Pe Prater et et et eh 


ee j 


RAPD 


- 





~a a4 


a 


AY 











ENGINEERING 


July 5, 1924 


per year through sickness. A daily bath would save much 
of this lost time as it is the best insurance of good health 
bather in a good 


and prevents sickness by keeping the 


condition Its habit would lead into many other good 


habits, such as clean clothes, clean homes, courtesy and 
straight thinking 
should be 


with the habit of a daily bath, and he himself will become 


A child from his earliest age made familiar 
adapted to other good habits which follow. 

It would not be far from the rigid truth to say that the 
civilization of a people is measured by the amount of water 
which they use for their personal needs And it is com- 
forting to know that one can not use too much water. 

Miss Mernitz’s Second Prize Essay 

Some wise fool has said, ‘“‘Take a bath once a year 
whether vou need it or not,’”’ but one whose wisdom really 
does count, has said, ‘Take a daily bath and remain youth- 
fai.” 

The value of the bath can hardly be over-estimated. As 
it cleanses, it increases our health, wealth, beauty and 
happiness. We come from our bath with a clear, radiant 
skin, open pores and inner organs bathed in pure fresh 
air. Our nerves are rested and our mind and body is alert, 
ready for a full day’s work. Compare this attitude toward 
life to the dull, headachy, tired feeling with which some 
of us start the dav. Isn't that clean, wide-awake feeling 
That's the 
spirit that brings us success, so if we begin every day for 


alone, a just reward for the morning dip? 


three hundred and sixty-five days with this feeling, we're 
bound to have a one hundred per cent successful and 
prosperous year. 

There are times when you must lose sleep, but still the 
work zoes on. Take a cool bath and you'll feel like a new 
person. Sometimes your mind refuses to forget the day's 
anxieties and you cannot sleep. Again I say, take a bath 
(a warm one this time) and your nerves will be soothed, 
your mind and body will relax, and before vou know it, 
you'll be in the land of dreams, and they'll be sweet 
dreams too. 


You Saturday night bathers! Don't you have a guilty 


conscience, passing your bath tub for six days a week, 
Just think of what 
comfort, health, ambition, efficiency 


only to use it on the seventh evening? 
it would give you 


and happiness 


Won't you meet it half-way? 
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Top row: L. D. Allen and W. J. Spillane, or Jas. B. Clow & 
Sons, Chiengo; Harry Morris, Racine, Wis.; John A. Moore, 
vice-president, Sanitary Earthenware Specialty Co., Trenton, 
N. J.—Bottom row: KR. €. Dailey, C. H. Ingiser and J. D. 
MeCaulley, all of the HRidge Tooi Co., Elyria, Ohio.—From 
at the National Con- 
vention at West Baden, Ind. 
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Women’s 


2A uxil lartes 


Hazel didy Ma 
Iressp ] he» rng md 


letting Nature do her worst 


to her face, , 2 / Dad 
ind J’ll bet many a 

vod customer, with mone 
in the bank, has passed 


you up because he couldn't 
tell your store from the 
street—and you can take 
that more ways than one, 
too! 
Being 
ing to be 
the world about tt. Gee, 


if you'd show the dames 





a plumber is noth 


ashamed of. Tell 


in this town what they 
could do with a little water 
and a lot of soap, the 











corner drug-store wouldn't do such a big business with the latest 
mplexion mud demonstration in their show windows. 
A fancy package sells the goods, all right, only don't get it so 
fancy that folks forget to see what's insid VAN 


San Diego Women’s Auxiliary 
Merchant Plumbers Women's Auxiliary of San Diego, 
Calif., at its annual election selected the following officers 
for the ensuing year: Mrs. J. W. Leonard, Sr., president; 
Mrs. F. W. Mason, secretary; Mrs. W. Stromquist, vice 
president; Mrs. Wm. C. Kreiss, treasurer, and Mrs. Gus 
Matchinski, marshal. 


NEW YORKERS PLAN OUTING 


New York master plumbers, that is those from the 
Manhattan Branch of New York, will journey to Karat 
sonyi’s for their annual outing this year. This popular 
resort is at Glenwood Landing, Long Island, and is famous 
for its shore food. The date is Thursday, August 14, and 





fop rew: RR. W. Johnson, Hoffman Heater Co., Lorain, Ohio; 
Philip G. Darling, Manning, Maxwell & Moore, New York; 
Kdward A. DeDiemer, American Brass Co., Bridgeport, Conn. 
—Second row: Norman D. Doane, Permutit Co., New York 
City: G. Cc. Freeman, Chicago Faucet Co., Chiengo; CC. L. 


Pushnell, Hoffman Henter Co., Lorain, Ohio.—From “Domestic | 


Engineering” photos, taken at the National Convention at 
West Baden, Ind, 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Cost no more than the 
ordinary kind 
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Handon Steam and 
Hot Water Boilers 
are recognized among 
informed authorities in 
the trade as an excep 
tional boiler from ev 
ery standpoint This 
good will is derived 
from the satisfaction 
which the Handon is 
giving both the trade 
and the house owner 
Our seiling policy is 
both helpful and profit 
able to all factors in 
the heating and plumb 
ing industry. Write 
for Catalogue and Dis 
count Sheet 


HANDON BOILER 
CORPORATION 


Executive Office and 
Sales Room 
101 Park Avenue 
New York City 
Foundry 


Poughkeepsie, N. Y. 
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What Every Plumber Needs 


Closet Augers 








Sewer Augers 








Bending Springs 


We specialize in the manufacture of these 
| items and will be pleased to furnish cir- 
cular giving list of sizes and prices 


THE RAPID SPRING COMPANY 


222-224 Second Ave. t=: Pittsburgh, Pa. 


Distributors for Canada—W. H. Cunningham @ Hill, Ltd. 
Toronto, Ont. 











and upward 


YELDOM do you find a hotel that 
S offers the comfort and convenience 
of the Hotel Martinique. And the 
consistent economy which prevails has 


made the Martinique one of the most 
popular hotels in New York. 
No location can possibly be more conven- 
ient than that of the Martinique. One 
block from the Pennsylvania Station, in 
the heart of the shopping district and a 
few blocks from the great theatre district 
and directly connected with the subway 
to any part of the city you wish to reach. 
A. E. SINGLETON, Resident Manager 
“THE BEST WITHOUT EXTRAVAGANCE” 


Hotel 


Martinique 


BROADWAY — 32nd TO 33rd STREETS 











GINEERING July 5, 1924 
the merrymakers will leave from East 58th street and 
third avenue at 9:30 a. m Reservations for tickets should 
be made to Paul Bernstein, who is chairman of the outing 


PLAN EDUCATIONAL CAMPAIGN 


An educational campaign, which is expected to make 
membership in the Manhattan branch of the New York 
Master Plumbers’ Association more profitable to the mem- 
bers, has just been started by that body. The association 
has engaged John F. Donovan, formerly with the U. S. 
tubber Company, as executive director for the campaign, 
and will take up such subjects as accounting, estimating, 
cost accounting, purchasing, and other things of interest 
to the master plumber. 

In addition to courses of instruction, via speakers, 


ee Ne 


charts, and the like, in the subjects named above, the 
officials plan other progressive steps, including a campaign 
for a new home for the association, together with aggres- 
ive work in securing a larger membership. It is planned 
to have on hand at the offices data of interest to the trade, L 
such as rates of wages, business and market conditions, 


prospects for work, and the like 


A combination comfort station and band stand is to be 


erected at once in the city park of Ottawa, Kans. Vicks 


Plumbing Company has the contract. 











Top row: Mr. and Mrs. Sy Martin, Owensboro, Ky.—Second 
row: John H. Galvin, Chicago Faucet Co., Chicago; C. I. 
Baker, Ruud Mfg. Co., Pittsburgh, and C. F. France, Ruud 
Mix. Co., Pittsburgh.—Bottom row: C. C, Fox, EverHot Heater 
Co., Detroit; and Miss B. LL. Morrison, Pittsburg Water 
Heater Co. Pittsburgh.—From “Domestic Engineering” 
photos, tnken at the National Convention at West Baden, Ind. 
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(i ontracts -Awarded 


Goldsboro Plumbing & Heating Co., Goldsboro, N.C 
has the plumbing and heating contracts on Dr 
residence in New Bern, N. C 

Ww. W Wilson, N. C., 
tract on the North Wilkesboro school and the 
Mount 
also the contract for overhauling the plumbing in the 
West school at Rocky Mount 

W. E. Bailey & Bro., 
for the plumbing and metal work on the Rocky 


Wiggins Co., has the heating con 
plumbing 
station addition 


contract on the Rocky railway 


Kinston, N. C., have the contract 
Mount 
car shed and paint shop, also for the plumbing and heat 
ing on the Richland, N. C., high school 

Durham, N. C., has the heating 
hotel, 


Dermott Heating Co., 


contract on the New Durham three schools in 


Orange county, and one school in Person county 


S. T. Hicks, Greenville, N. C., has the plumbing con 


tracts on the Pikesville school, Grantham store «nud 


school, Belvore school, Hamilton school, Flannagan 


tuggy Co. buildings, Greenville, and the Dale residence 
at Greenville. He also has the plumbing and heating 
contracts on the McClennan 5 and 10 cent store in Green 
ville. 

Fischer Heating Co., Memphis, Tenn., has the heating 


contracts on the Vicksburg, Miss., Y. M. C. A. building, 





Top row: J. F. Kelly and Osear Reigel, of the Thos. Maddock’'s 

Sons Co., Trenton, N. J.—Center: J. R. Murphy, Thermal Ap- 

pliance Co., New York City.—Lower picture: J. Heinkel and 

W. J. Hebenstreet, Blake Specialty Co., Rock Island, Il— 

From “Domestic Engineering” photos taken at the National 
Convention at West Baden, Ind, 
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Hand's 












Packless Radiator 
Valves 


INSTALLED IN 


Chicago Temple Bldg. 
Chicago, Illinois 
NCE installed, Dole 


Packless Radiator 
Valves need no repack- 
ing—the expense stops 
with the installation. 
Economy of mainte- 
nance and efficiency of 
operation are outstand- 
ing features. 

Dole Packless Valves 
are giving perfect satis- 
faction in many of the 
nation’s most modern 
buildings. 

Our new illustrated 
catalog will be mailed 
upon request. 


THE DOLE VALVE CO. 
1931 Carroll Avenue 
Chicago, Illinois 












































HERBERT 


GARBAGE BURNING WATER HEATER 


The MOST PRACTICAL, EFFICIENT 
WATER HEATING 
GARBAGE BURNER MADE 








HERBERT BOILER COMPANY 


ROOT AND LA SALLE STS. CHICAGO, ILL 
J. T. BLYTH, 100 Standard Bank Bidg., OTTAWA, ONTARIO 











Every Essential for Highest 
Efficiency is embodied in 






Water 


Heaters 


The advantages of steel heat- 
ers over cast iron are too well 
known to require emphasis. 


WILKS Heaters are con- 
structed of best quality steel, 
strongly riveted and calked. 
Will not crack or leak. Water 
circulates in vertical direction 
—the natural way for heat to 
@ move water. 
Made in a wide range of sizes — 
from the small surface burners to 


large self-feeding type. You'll 
find them suitable for any job. 


Write for catalog covering the 

WILKS line of Water Heaters, 

Garbage Burners, Garage Heat- 
ers, and Steel Tanks for 

= Every Purpose 


S. WILKS MFG. CO. 


3517 Shields Avenue, Chicago, III. 


HARRY M. SEDGWICK 
Sec. and Treas. 


EDWIN W. SEDGWICK 
President 





























+ + + + 


No Home Complete without a 


Safe and Sanitary Repository 
for drugs and toilet ariic'es 


Miami Cabinets are made of ARMCO 
rust-resisting metal finished in “Crystal 
Snow.”’ It is not a baked-on enamel but a 
Miami Process that makes a permanent 
marble-like finish, non-tarnishing and abso- 


+ 
+ 
* 
+ 
+ 
lutely proof against acids and alkali. » 
+ 
+ 
+ 
+ 
+ 


Our beautiful illustrated catalog, giving com- 
plete details regarding models, sizes, finish 
and construction, will be mailed upon request 
—also full particulars regarding agency. 


The Miami Cabinet Company 


915 Grand Ave. Middletown, Ohio 


Canadian Sales Representative, W.R. Stavert, 33 Richmond St. W 
Toronto, Ont. 
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} hool at Port Gibson, Miss., the high school 
Darling, Mi and the high school at Okolona, Miss 
M Anderson, master plumber and heating 

tor, ¢ H12 Schuylkill avenue, Philadelphia, has 


er rded th contract for the 


installation of the 


nt in the Elverson building, the new home 


Inquirer The contract includes heat- 
sprinkling, ventilation, and power equip- 
Mr. Anderson “‘tells the world” of the contract 
l-page advertisement in the Inquirer, in which 
firm hi done all the work in its line for 

ip for t nt h eal 
The following contracts have been secured by Gold & 
Bookbinder, master plumber Montclair, N. J.: A fifteen- 
partment building in Arlington, N. J., $9,500; eight 
tore and lof in Commerce treet, Newark, N. J., 
$4,600; twenty-one houses in Bloomfield, N. J., $37,800. 














fop row: A. B. Ritchie, J. L. Mott Co., Trenton, N. J.; E. S. 
Storm, and Walter R. Mead, Hoffman Specialty Co., Water- 
bury, Conn.; D. BE. Boggess, J. L. Mott Co., Trenton, N. J— 
second row: L. EF. Murphy, Johnson-Murphy Co., Detroit; 
Pr. A. Webb, Jos. A. Vogel Co., Wilmington, Del.—Third row: 
James J. Crotty, Central Foundry Co., Boston; William Groe- 
niger, Columbus, Ohio, and Frank B. Lasette, New York City. 
—Pourth row: W. J. Quigg and H. W. Reis, Curtis Bay Cop- 
per A Tron Works, Baltimore.—Bottom row: C. B. Nash, 
Standard Sanitary Mig. Co., Pittsburgh; Mrs. and Mr. C. F. 
Huber, of St. Louis.—From “Domestic Engineering” photos 
taken at the National Convention at West Baden, Ind. 
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Ideal Heating Co., Memphis, Tenn., heat- 


First 


is doing the 
ing on the Shoppers’ Arcade, 
Methodist church, Memphis. 


Memphis, and the 


The contract for the plumbing of the Montclair Sav- 
gs Bank, Montclair, N. J., 
Noll, Glen Ridge, N. J. 


has been awarded to Frank 
The contract amounts to $15,000. 
J. J. Breen, Charlotte, N. C., has the 


heating 


plumbing and 


contracts on the Hutchinson apartments, the 


Messner residence, the Hunter apartments and the Belk 

residence, all in Charlotte 
Reed & Gailey Bros., Inc., 

plumbing and 


Anderson, S. C., have the 
high 


Bolan residence, the Madison residence, 


heating contracts on the Dueste 
chool, the Guy 
residence and the Gamble residence, in and 
They 


high school contract, which was a $12,000 job 


the King 
near Anderson have just completed the sOys’ 
Cc. 3. 
ind heating contract on the high school and grade school 
in Winston, Mo., at $5,492. 
The J. D 
J. B. MeCarty Plumbing & 


Gowing, Shenandoah, Iowa, has the plumbing 


Manley Heating Co., 514 College street, and 
Heating Co., 423 St. Louis 
street, Springfield, Mo., have the heating and plumbing 
contracts, respectively, on the addition to the Children’s 
Home. 

The Warlum Heating & Plumbing Co., Nielsville, Wis., 
has the plumbing and heating contracts on the high 
school at Taylor, Wis. 

M. J. 


has the contract for plumbing, heating and vacuum clean- 


O’Neil, 607 Exchange building, St. Paul, Minn., 





ENGINEERING - 147 


ing on the Todd Hospital at the University of Minnesota, | 


for $50,987. 

Carlson Bros., 5509 Grand avenue, Duluth, Minn., have 
been awarded the contract for heating, ventilating and 
plumbing the addition to the school building in Grand 
Marais, Minn., at $19,400. 

Carl Riggins, Oconto, Wis., has the plumbing and 























Curtin, of A. F. Curtin 
Canode, Flint & 


Top row: A. F 


. Curtin, Jr... and A, F. 
Valve Co., Medford, Mass.—Lower row: V. E. 
Walling Mfg. Co., Kendallville, Ind.; Roger Tewksbury and 
C. W. Metealf, both of Oster Mfg. Co., Cleveland.—From “Do- | 
mestic Engineering” photos, taken at the National Convention 
at West Baden, Ind. 








DIAL THERMOMETERS 







for indicating 
Liquid 


Temperatures 






| Easy to Read 


Powers Dial Ther 
wherever poor light and hard-t 


reters 


read conditions make th rdinary 


the rmometer a nuisance 


They're Accurate 


are sturdily buile and reasonable 
FREE In price They give vou the exact 

! 
: temperature at a glance from a dis 
Write now for Dial tance. Use them on Hot Water 
Thermometer Bulle- Service Tanks, on Vats, or Tanks, 
tin. It gives full de- ete They are made in. several 


styles and temperature ranges 


tails, prices, etc. 





2716 GREENVIEW AVE., CHICAGO 
NEW YORK - BOSTON - TORONTO - LOS !ANGELES 
And 30 Other Offices—-See your telephone directory 4 (2898) 























In addition to soil pipe and * 
fittings we are also prepared 
to supply a complete line 
of sanitary cast iron plumb- 
ing specialties upon which 

we will be pleased to quote | 
prices. 


Increased facilities for pro- 
duction and genuine appre- 
ciation of business placed 
with us assures our custom- 
ers of satisfactory service. 


HAM™MOoOND-Byrp IRon ComMPANY 
1711-1718 AMERICAN TRUST BLDG. 
BIRMINGHAM.ALABAMA. 


CHICAGO OFFICE NEW YORK OFFICE 
1056 Peeples Gas Building 342 Madison Avenue 
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TULLOCH 
Cost Cutting Fittings 


If every plumber and steamfitter knew 


how much time and expense he could 
save by using Tulloch patented fit 
tings, he would use them on every job 
By their use, several ordinary fittings 
can often be eliminated and_ the 
lesired result accomplished in from 
one-fourth to one-half the time ordin- 
aruly required 

Write for folder giving complete list 


of sizes and prices 


Tulloch Mfg. Corp. 


143 Liberty Street 
New York City 





Tulloch Patented 
Union Street Ell 





Tulloch Patented 
45° Union Ell 
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Patented 





Tulloch Angle Union 
Pipe Coupling 





























Because: 
1. The extra-length vaporizing 
chamber thoroughly vaporizes 
the fuel 
2. The nozzle and needle valve 
are on separate lines; there is no 
possibility of jamming the valve 
into the nozzle when shutting 
off the torch A steady flame 
always. 
3. The scientific wind-shield is 
so arranged that no wind can 
blow out the Barthel Flame. 


used in the 


circular 





ORIGUNAL (GXB BARTHEL 


The ““NO-TROUBLE” Plumbers Torch 





Gasoline and Kerosene 
Furnaces 


Another Original Parthel product 
of special design to withstand the 
hardest service and roughest usage 
No coil same 
No-Trouble”’ Torch 
Extra size powerful pump. Seam 
less drawn rustproof tank. Can 
be carried around while burning. 


type burner as 


Made in two sizes, each for gaso 
line and kerosene. Write for 


Van Praag Sales Corp. 


Exclusive Selling Agents 


19 E. 17th St., 


New York City 
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heating contracts, at $41,200, on the high and grade 
chool at National Mine, Mich 

Earl Cates, Ames, Iowa, has been awarded the heat 
ing and plumbing contract on the new school at Wood 
side, Iowa 

Pettigrew & .Co., Florence, S. C., have the plumbing 
ind heating contract on the library building 

Bryce Plumbing & Heating Co., Florence, S. C., has 
the heating contract, at $12,285, on the high and grade 
school at Laurens, S. C 

James H. Pinkerton Co., 180 Jessie street, San Fran 
cisco, Calif., has the plumbing contract on the building 
of the Mount Olive cemetery association 


Hamilton Bros., Gulfport, Miss., have the plumbing 


contract, at $2,683, on Elks’ building 

Contract for the plumbing in the Buckeye school in 
Coitsville township, Mahoning county, Ohio, has been 
iwarded R. T. Withers Sons Co., Youngstown, Ohio, and 
the contract for the heating installation was awarded 
to the American Warming & Ventilating Co. 

Ww. | Bouillon, Lincoln, Hll., has been awarded the 
contract for the plumbing in the boiler house and main 
building of St. Clara’s Nurses Home, Lincoln, II. 

W. G. Shiver Co., Spartanburg, S. C., has the plumb 
ing and heating contracts on the south side grade school 
addition in Spartanburg, the A. M. Law residence at 
Tryon, N. C., and the plumbing, roofing and ice water 
quipment contract on the new Montgomery building in 
Spartanburg 

Anderson Plumbing & Heating Co., Athens, Ga., has 
the plumbing and heating on the remodeling job of the 
Holman hotel, Athens This includes 115 tiled-in bath 
rooms This company also has the plumbing contract 
on the White residence 

Ross Plumbing Co., Greenville, S. C., has the plumb 
ing contract on the $100,000 J. Lee Greene apartments, 
the Williman apartments, and the $10,000 Donald resi 
dence 

Joseph A. King, Greenville, S. C., has the plumbing 
contract on the Dunnean school. This is a 50-fixture 
job and amounts to $5,400 He is now completing six 
houses, all having built-in fixtures. 

Gresley & Co., Port Huron, Mich., have been awarded 
the $48,428 contract for the plumbing, heating and 
ventilating systems in the Garfield sekool, Port Huron, 
Mich 
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Ek. J. O'Neill, viee-president of the Lavelle Rubber Co., Chi- 

cago; Miss Katherine Boehm, Mrs. and Mr. P. M. Hayes, Kan- 

sas City manager of the plumbing department of the Dempster 

Mill Mfc. Co., Beatrice, Nebr. Mrs. Hayes was Miss Hildegarde 

Louise Lodde. The wedding was recently held in Kansas 
City, Mo. 
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TUE AOU UDODEUNARUERLUOAOOAOSENAENOOOND Cieneenennentaen 


A. D. Carter, Spartanburg, S. C., has been awarded 2 
CURTIN HIGH GRADE 


eoennnen 


he heating installation in the old and new Greer Drug 





ie Co. buildings in Spartanburg, also the heating of the : 
Dl Clark & McMillan store and office building : TAN K F I TT I NGS 
¢ Edens & Moon, Greenville, S. C., have the plumbing c * si 
§ ontracts on the Fair Forrest hotel at Union, S. C., the 
Central high school at Greenville, the Jone apartment 
8 building in Greenville, and the Balfour Mill at Hender 
3 onville 
a Robert Parks Co., Omaha, Nebr., has the plumbing 
g ind heating contract, approximating $60,000, on the 
2 Lincoln City Hospital, Lincoln, Nebr., also the plumbing 


ind heating contract on the post office at Carroll, lowa 
This company is just completing fourteen building for 
the U. S. Veterans Hospital at Knoxville lowa The 


plumbing and heating contract approximated $200,008 





The Parks company is also finishing the state capitol 





% building at Lincoln, Nebr., and the Excelsior Spring 
a U. S. Veterans Hospital at Excelsior Spring Mo 
Ps | 
z The plumbing contract on the new $200,000 Industrial 
Arts building at the Eastern State Exposition, Springfield 
' 
Mass., has been awarded to Wycoff & Lloyd Co., Spring 
& field, Mass 
a bh , ria hl M ‘ ‘ ‘ . . . or — 
INTERESTING CASK DECIDED 
In using these durable Curtin tank fittings there is no need 
for refill tubes, counterweights, trips, catches, or any other 


A case which should be of much interest to the contrac 


mechanical contrivance 





tors in the plumbing and heating fields wa recently There is, therefore, ample room in any low closet 
& decided in the Atlanta, Ga., courts = tank for our fixtures. They operate positively and 
ie quietly under all conditions 
f It has been the general opinion of the master plumber : Their many patented features are the results of 
a over forty years’ experience 


und heating contractor that material installed becomes a 
Your jobber or tank manufacturer can supply you. 


mulation | 2 AEXCURTIN VALVE CO. 


An Atlanta firm, the Mell Plumbing (« employs the MEDFORD, MASS. 
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AT.OFF, 


As a 
Merchandising 
Proposition— 

the PENBERTHY Automatic Cellar 


Drainer offers unique possibilities 


Keep one prominently displayed in 
your sales-room. Customers and pros 
pective customers who call will ask 
you what it is and thi gives you an 
opening to tell them the many advan 
tages of having one installed in their 
basement 


Of course, you know all about it 
how it removes surplus water as fast 


as it enters and insures a dry and 





Automa’ ic Cellar 


sanitary basement at all times 


, Drainer 
Your jobber can supply you quickly 


from stock We will send you litera 
ture if you will write for it 


Penberthy Injector Company 
Established 1866 
1244 Holden Ave. Detroit, Mich. 
Canadian Plant, Wir r, Ont 















ond 
Machinery Works, Chiengo.—Lower picture: Mr. and Mrs, T. UCTS 


A) 


DRACO 0000 


Reid Mackin, Utien, N. Y¥.—From “Domestic Engineering’ 


f 

At the top: Harry Gale Nye, president of the Nye Tool & samen 
meow 
photos, taken at the National Convention at West Baden, Ind. ; 
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Adjustable Pressed Steel 
RADIATOR 


HANGER 


There’s a Type 
for Every Need 


When you adopt the 
Moore Radiator Hanger 
as standard for your in 
stallations, and you will, 
eventually, you'll never 
have to force a fit- be 
cause there are seven 
different models—-one for 
every kind of radiation. 





The one shown is for 
hanging one column leg 
less radiation, and we 
make others for two, three 
and four column 














If your jobber cannot 
supply you, write us. 

















1244 W. Fort St., Detroit, Mich. 


CARTY & MOORE ENGINEERING CO. 
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“Conemaugh” 


‘“WHITEST 
WARE” 


Conemaugh Iron Works 
Latrobe, Pa. 








I 
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retention note system of contracts and thereby retains pos- 
session of its material until the bill is entirely paid. The 
retention note system used in this case is identical with 
the partial payment plan of the furniture dealer. The 
merchant merely loans the material at a certain rental or 
payments until the stipulated amount is paid, after which 
it becomes the property of the customer If a payment 
hould lapse the merchant can call in his loan 

The test case was that of Mary M. Reid vs. Mell Plumb- 
ing Co., and the verdict was rendered in favor of the Mell 
Plumbing Co Mary Reid paid her agreement up within 
$18 of the total Then she became lax in her payments 
and when urged to attend to the matter did not take to 
it kindly, according to the allegations. The Mell Company 
then went out to her home and removed the fixture. She 
brought suit and lost. She then paid the $18, plus $5 for 


reinstalling. 


-_ . C ¢ 
Swimming - Pool N CWS 
ws 


New Orleans Country Club, New Orleans, La., has let 
the contract for the construction of a swimming pool 
at its clubhouse, consideration $54,000 

Hollywood Mineral Springs, Inc., Los Angeles, Calif., 
of which Dr. F. M. Crosby is president, will erect a 
even-story and basement hospital with two swimming 
pools. 

Barnesville, Minn., is planning the construction of a 
swimming pool in the northeast section of the city. 

Plans for the City College to be constructed in Balti- 
more, Md., include a gymnasium and a swimming pool 


THE BASEBALL GAME AT WEST BADEN 
Manufacturers and master plumbers were to have plaved 
ball on the last afternoon of the convention. But with an 
election on and several other things to think about, the 
masters couldn't get away. The manufacturers had their 
and they were going 


uniforms on, they were all ‘‘het up,’ 
to play ball or know the reason why. So, they sent a chal- 
lenge to the West Baden team. The challenge was accepted 

















The Manufacturers’ Baseball Team 


and the manufacturers and West Baden played until the 
rain stopped them. The score was 9 to 2 in favor of the 
manufacturers. 

C. N. Wagenseller, advertising manager of the Mueller 
Co., Decatur, Ill., was manager for the manufacturers, and 
the team presented the following lineup: 


Smythe, ss Ed Moore, 3b Dick Moore, p 
Huntley, 2b Hale, cf McCurdy, p 
Shea, If Scheafer, rf Jentsch, 1b 


Gilmore, 1b Robinson, ¢ 
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NNECrED BY OLE ANDER 





NUTS FOR TWO 
Phyllis—-“I had such a lovely nut sundae.” 
Frances—‘"I have tonight.’ 


i 


one calling 
Kokomo, Ind 


FOOLISHMENT 

Vary had a little tul 

She kept it white as snow, 
And polished up the faucets, 

And shined the overflow 
She then attached a shower, 

And her joy was so complete— 
For now she takes a Bath a Day 

Instead of once a week. 

JOSEPHINE, Charleston, S, C 


FROM THE OKLAHOMA BOARD OF HEALTH 
| have destroyed more lives than all the wars of the world. 
destroy more than 600,000 United States each 

year 

1 steal in the United States alone more than a billion dollars 
each year. 

| tear 
breasts 

I am more powerful than the combined armies and navies of 
the world, 

| have burdened mankind since the dawn of 


lives in the 


homes asunder, 1] snatch babes from their mothers 


history. 


| spread and desolation Innocent children are my 


prey. 


misery 


| bring pain, sickness, death, for few seek to escape me. 
I destroy health and wreck homes, 
I but take all, 
I poor alike I 
and strong, young and old are my victims 
I cause commerce to stand still, I depopulate cities and destroy 
the nations. 3 
Iam PREVENTABLE DISEASE. 
D. M. O., Oklahoma City. 


destroy and maim, I give nothing, 


am relentless, the rich and Both weak 


seek, 


ANSWERS TO FAMOUS QUESTIONS 
“WHAT RACES OF PEOPLE HAVE BLACK EYES?" 
Ans.: Sheiks and prize-fighters HELEN M., Clinton, Ia. 


WELL? 
“How do you iike my new dress, dad?” 
“IT don’t think much of it as a dress. As a hosiery ad it's 
fine.” D. A. B., Oak Park, IL. 


See a pin—pick it up, 
All the day you'll have good-luck 
Take a bath, every day— 
Doctors you will seldom pay. 
PATSY, Chicago. 


FAMOUS LAST LINES 
“I think we can get across now.” 
RUDDY, Gary, Ind 





A LONG 
“You get right out of here 
female, “I don’t need no book!” 
“Yes, you do, madam,” said the book agent, as he went out 
“You need two—a grammar and a book 
MARTIN, Owensboro, Ky 


/T WANT 
snapped the 





vinegary faced 


and closed the gate. 
on etiquette.” — 


Auto Salesman—"Could I interest you in a Packard?” 
Sweet Little Thing—‘I don't know; you might drive around 


fr some evening.” O'SHEA, Oklahoma City. 


n ne 
Eternal Revenue? 
OLE ANDER 


Say, is it Internal Revenue or 


024444444444444 64444644 44444444444444444444444444444444664464664646 6666664654644 
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Ordinary floor drains are wholly unsuited for the peculiar 
conditions existing in garage drainage work, and should 
never be used. 

The Peerless Garage Floor Drain is the result of exten 
sive study and experiment to produce a piece of equip 
ment that would meet every requirement of this class 
of service, 

So well does it answer the purpose, it has been approved and adopted 


by the Health and Fire Prevention Departments of many of the 
larger cities 


Descriptive literature on request 
Compound Injector and Specialty Co. 
419-421 D N. Laramie Ave. Chicago, Ill., U. S.A. 


Originators, Designers and Sole Manufacturers of 





















The shell and 

stem of all Ham- 

mond Hot Water Valves are cast in 

one piece, which eliminates the pos 

sibility of these parts becoming disen 

gaged. All models are now equipped 
with the new style mushroom, 
composition handle without 

advance in price. 

















HAMMOND, 
INDIANA 


HAMMOND BRASS WORK 
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naximum 1 service 


EOD, Vit Wyte 


A valve so mation 
you can count on 


From time immemorial the maker of 
quality merchandise has taken a pardon 
able pride in his handiwork. Almost 
without exception, he had identified his 
product by a mark or symbol, or in some 
other way, primarily to make it instantly 
ecognizable for the benefit and assur 
ance of the buyer who would have no 
other. 

Jenkins EBros., too, are proud of the excel 
lence of Jenkins Valves, and, like the 
maker of old, have identified all Jenkins 
Valves with the Diamond Trade Mark. 
The Jenkins Diamond is synonymous with 
genuine valve service. And the inflexible 
policy of Jenkins Bros. will ever be to 
uphold, and, if possible, to strengthen the 
reputation 

Only valves marked with the Jenkins 
Diamond are genuine. Jenkins Valves 
the kind you can always count on 


JENKINS BROS. 


80 Whte Street New York, N. Y 
524 Atlantic Avenue Boston, Mass 
133 No. Seventh Street Philadelphia, Pa 
646 Washington Boulevard Chicago, I! 
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The Johnson Gas Lighter 


Sell one with Every Heater 


aa Every time you sell 
a gas water heater 


Fl you can add several 
. dollars profit to the 
| Ay % job by suggesting that 


a Johnson Gas Lighter 
be installed at the 
same time. Women 
do not like to run the 
stairs and are easily 
The Johnson Gas Lighter sold because the price 
can be easily and quickly is reasonable. 

installed on heaters al 
readyin. Makeycurservice <z 
and repair job calls pay 
you a profit by selling a 
Johnson Gas Lighter wher 
ever you find a gas heater 

in the basement. 


a. 


Simple in operation 

when chain is lowered, 
gas valve is opened and 
gas ignited by a tiny pilot 
light at the burner. Pull 
ing up the the chain closes 
valve and shuts off the gas. 





Place a trial v:derfor half a 
dozen with your jobberand 
you'll find they go fast. 


Johnson-Murphy Come. 


1214 Lawrence Ave., Detroit, Mich. 
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FIELD MANAGER APPOINTED 


The Master Plumbers’ Association of Oakland, Alameda 
and Berkeley in Alameda County, Calif., has appointed 
V. A. Edgeworth field manager. Mr. Edgeworth has had 
considerable experience in organization work, having been 
connected with several large corporations The master 
plumbers plan to promote education among their mem- 
bers in the value of commercial affiliation and of actively 
co-operating in all plans for civic betterment in the East- 
bay region In order to promote in the minds of the 
public a sense of security in dealing with all members of 
the organization, the members are placing themselves 
under nationally recognized bonding companies. The As 
ociation plans the erection in the near future of a home 
for its headquarters, and for the offices and departments 


o carry forward the educational and other activities. 





YARM weather is with us now. And warm weather 

\ means something mighty important to your busi- 

ness. That’s it! More people on the streets, day 

and night More prospects to be convinced by your dis- 

play window-——if your display window is convincing. One 

sure thing, your window convinces mighty few unless it 

can catch people’s attention afresh every day. And that 
can be done with almost no effort or cost. 

Use Blackboard Epigrams. One of these every morning 
written neatly in large letters on a small blackboard and 
placed in your window or beside your door, does the work 
Mien and women pause to read this personal message. It 
sends them on with a smile or a bright thought. To- 
morrow they will look again, and again get something 
from it 

Then habit puts in its good work for you. Each day a 
growing group of passers-by is pausing to read today’s epi- 
gram Your place of business means a smile or a pleas- 
ant thought to them They are friendly to you because 
you offer them this daily novelty. And in spite of them- 
selves your name and location is firmly impressed upon 

Blackboard and crayon must be bought— 
Seven epigrams appear here every week, and 


their minds. 
that’s all. 
following are this week's bright, business-getting seven: 


Ambition without energy is as 
worthless as a flivver out of gas. 
* ” ~ 
The trouble with “the still, 
small voice” is, it won’t keep still 
7 * * 

When men think a girl is a 
vision, women think she’s a sight. 
~ cd * 

Married men make better clerks 
than single ones; they’re not so 
anxious to rush home. 

* © + 

You can learn more about hu- 
man nature at a dog fight than in 
a book. 

” * * 

Some men with a keen eye for 
the golf green are blind when the 
lawn needs cutting. 

* * * 

A girl isn’t an angel because 

she's flighty. 
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PATENTS 


Plumbing Department 


1,494,729. Water-Closet Bowl. Jacob H. Bodinger, 
New York, N. Y. A closet bowl comprising a body portion 
having a downwardly extending trap wall, an auxiliary 
compartment protruding from the body portion of the 
bowl and formed integrally therewith, said auxiliary com- 
partment being substantially vertical and adapted to house 
an automatic float valve therein, an air vent communi- 
cating with the body portion of the bowl and said auxiliary 
compartment above the highest level of liquid within the 
bowl, a liquid outlet communicating with the auxiliary 
compartment and with said bowl below the level of the 
bottom of said trap wall, a water ialet supply communi- 
cating with the auxiliary compartment, and an automatic 


SSS 





lec 
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1,404,729. 





float shut-off valve located within said auxiliary compart- 
ment, controlling said water inlet and adapted to auto- 
matically maintain liquid at a predetermined height in 
the liquid seal of the bowl. 

* aa * 

1,494,747. Welding and Cutting Torch. Alexander F. 
Jenkins, Baltimore, Md. A torch of the class described, 
comprising in combination, a conduit for a combustible 
gas, a conduit for combustion supporting gas, and a con- 
duit for cutting oxygen, a valve in each of said conduits 
controlling the flow of gas therethrough, and means in- 
cluding a manually operable member secured to the 
torch, for successively opening the valves, the valve con- 
trolling the combustible gas being the first to be opened 
and the cutting oxygen valve being the last to be opened. 






as 2 i? ug 


: (= oer “= ‘ eee 
Sy SS 
a @ 1,404,747. 7 
. \ 7) 





1,494,808, 


1,494,808 Faucet. “Kectaire Rousseau, Chicago, IIl. 
\ valve body having an axi\l bore, a bisecting, transversely 
disposed opening and a st@p bearing for a crank shaft in 
alignment with said opening; a valve stem movable only 
in axial directions in said bore and having a transversely 
extending slot to receive a crank and having a slight 
enlargement of the slot to receive the crank when the 
valve is closed and a valve axially movable on the stem; 
a spring bearing at one end on the stem and adapted to 
hold the valve on its seat and to hold the crank when the 
‘tem is moved into valve closing position in the enlarged 
part of the slot to resist rotation of the crank, substan- 


tially as described. 


ENGINEERING 











Good Looking and 
Darable, as well as 
Highly Efficient 


Set up a Koil-Les Heater in your 
show room and watch your sales 
increase. Callers will be attracted 
by its clean-cut lines and shining 
finish of gray enamel. It’s an easy 
step to change their interest to de- 
sire when you explain the many ad 
vantages of 


The Koil-Les 
Storage Water Heater 


Made entirely without coils. The 
storage tank is a standard galvan 
vanized boiler, replaceable when 
necessary in 20 minutes. Entire 
surface of boiler transfers heat to 
water. Entirely automatic in ac 
tion, keeping a boiler full of hot 
water, yet uses gas economically. 






Write for literature today 





FACTORY DISTRIBUTORS 


Better hurry and get all the data on 
this better automatic storage gas 
heater before all the good territory is 
gone. Our proposition is well worth 
learning. 











Koil-Les Heater Company 
Geneva, Illinois 
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At Far Below Market Prices. 
Largest Stock in the World. 


Brass Valves 
Brass Pipe Fittings 


Steam Pressure, Vacuum 


and Compound GAUGES 


Reasons why you should buy from us: 


Our stock is of standard manufacture — the 
highest grade that is made. Their copper 
content is eighty to eighty-eight per cent 


If you are not satisfied with the goods, or you 
can duplicate any part of the shipment at a 
lower price, you may return the entire lot. 


There is no waiting. All of our merchandise is 
on hand in our own warehouses. 


Send for our latest revised Catalog No. 5 


JONES-McKEE, INC. 
170 BROADWAY = -:-_~—- NEW YORK 


Warehouses, Stores: 29-36 Bush Terminal, Brooklyn, N. Y. 






























The farmer's water problem is solved. The 
Cullman Electric Pump Jack supplies running 
water on the farm at low cost. It operates 
pumps already installed with splendid results 


We send it to responsible plumbers on 60-days 
consignment for test and demonstration. Write 
for our proposition and suggestions “How to 
get farm plumbing business.” 


Cullman Wheel Co. 


Thirty years in business 


1342 Altgeld St. 
Chicago, Illinois 


CULLMAN >=. 


DUIRO 


The Full Line of 


Water Systems, 
Softeners and Filters 
**Line up with DURO the Live One”’ 


Pumps, 


Write for catalog, prices and discounts 


The DURO PUMP & MFG. CO., Dayton, Ohio 
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Estimate blanks in book form which keeps 
everything together, reminds you of every 
item and keeps a detailed record of all jobs. 


SIMPLEX ESTIMATE BOOK 


FOR MASTER PLUMBERS 


An estimate book, worked out by a well- 
known master plumber and used by him 
for many years, is now available to you, in 
book form. 


It makes the work of estimating extremely 
simple, accurate and quick. 


50 two-page estimates in a book, bound 
in paper, size 8'4%4”x1l”, printed on good 
bond paper suitable for pen or pencil. 





Price, postpaid, only $1.00. 
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Pe elem 


Up-to-date and 
Thoroughly Practical 
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1,495,303 Device. 


| berg, St. 


Trap-Flushing Michael J. Heidel 
Mo A device for clearing waste pipes, 
flushing head trap, feet 


Louis, 


comprising, a insertible into a 








aid head the trap bottom, and a 
said 


belly 


to rest 


adapted 


on 


nozzle on head adapted to direct a flushing stream 


the of the trap. 

. >. J 
Hot-Water Heater. Leo V. 
In combination with a hot water radiator sys 
boiler having a tube extending cen- 


Llong 


1.495.321 Gelder, Oak 


land, Calif 
and a domestic 


trally therethrough, two water chambers spaced apart and 


tem 


located beneath said boiler, the space between said cham 


a me 



























































through said boiler, a 
a tube extending from one of 
inlet 


other 


tube 


with the 
for each chamber, 


bers registering 
burner 
said water 
municating the 
being included in said hot water radiator system 
. . . 

1,495,403. John F. Davis, Ill, <A 

faucet comprising, a casing provided with a port, a valve 


chambers into said boiler, a pipe com- 


with said chamber and chamber 


Faucet, Decatur, 


slidable in said casing to and close said 


open 


port, a 








manipulative element on the end of said valve and adapted 
to couple with said casing in order to bear against said 
the 
} element in order to close said port 


valve to seat same, said valve being slidable in said 





stem is adapted to extend, means 
engaging the handle to prevent 
the stem, a button adapted to engage 


berg, 
obstructions, 
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Water 
In a combination with a condenser 


Muller, 
having 


1,494,928 Regulator 
Dayton, N. J. 


a conduit for a cooling medium, a pivotally mounted valve 


Automatic Joseph 


controlling the flow of the cooling medium and having 
a lug projecting from the outer edge thereof, a yieldingly 


— 
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1,494,928 


held thermostatically controlled 


eratively 


lever, 


pivoted means op 


connected with said lever to pivotally move the 


same in one direction from its normal position, and means 
aid valve to move 


on said lever coacting with the lug on 


said valve towards an open position in such movement of 


the lever to thereby regulate the flow of the cooling 
medium through said conduit. 
. * * 


Attachment Thomas W 
anti-splashing 


1,495,713. Spigot 
Philadelphia, Pa. An 
comprising a split spring tube designed to be inserted in 
the outlet of a faucet and to frictionally engage the 
thereof, said split tube having fixed therein a plurality of 


Phillips, 


device for faucets, 


wall 
longitudinally arranged restricted passages formed from a 


single strip of metal bent upon itself so as to form both 
inwardly and outwardly rounded portions. 


=<) 
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1,495,733 





Plumbing Fixture Paul Gillen, Lynbrook, 
N. Y., assignor to Hudson Brass Works in the City of New 
York, Brooklyn, N. ¥ 
handle having a bore therein through which the end of the 
the 
from turning 


1,495,733 


In a faucet or the like, a stem, a 


carried by tem for 
the same on 


the end of the stem, 


and a washer carried by the button and adapted to con 
tact with the outer face of the handle for coacting with 
the button to yieldingly maintain the handle in position 
on the stem 


* * * 


Heidel 
of 


Michael J 
clearing 


1.495.304, Device. 


St. 


Pipe-Cleaning 
Louis, Mo. In the 
the process comprising, inserting the work- 


art of pipes 
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Give Your Customer 


the Best There Is 








Che Gopher 
Fount-An-Spray 
Sink Faucet 


Union Brass & Metal Mfg. Co. 


St. Paul 


Established 1892 


$<: Minnesota 
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Matures Water Softener 
(— e ome 














ij 
Overall Ht.-74 in. 
iameter 17 in. 





Weight 700 Ibe. _ 


EFINITE 


RIVAL OF THE CLOUDS, > 


Nature’s Water Softener 


Copyright 1Lo20 The Retinite Company 
Refinite mineral is a natural clay 


processed into small grains and lasts 
almost indefinitely. Eight 
perfect success 

DOES NOT PRODUCE RUST 
DOES NOT WASH AWAY 
DOFS NOT REQUIRE 
WATER LINI 
CAPACITY 
TIMES GREATER 
MAKES 

ALWAYS GIVES SATISFACTION 


Progressive plumbers can command all 
water softening business in their local 
ity with REFINITE 
time and risk your reputation on new 
and unproven devices 


years of 


LARGER 


NEARLY THRE 
THAN OTHER 


Do not waste 


Write for agency now 


REFINITE COMPANY 


Refinite Building 


OMAHA, NEBR. 
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“ American” 


ANTI-SYPHON TRAP 


With body cast in one piece. 
With Ground Joint Waste Tube. 


Bottom of Trap unscrews and 
acts as cleanout. 


ae American Sanitary Mfg. Co. 


FIG. 399 Abingdon, III. 











SOLDERING NIPPLES 


SS 
YELLOW MALE 


or and 
RED BRASS FEMALE 
Size \%* to 4” 


Fig. N 600 


PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 








VALVES OF MERIT 





When you want good, reliable 
valves, specify Valves with Red 
Wheels when you order and see 
that you get them. Grady 
Valves of Merit are made in all 
popular styles and sizes. New 
catalog is now ready——write for 
your copy today 


Grady Brass Co., Inc. 
Mansfield, Penna. 
General Sales Office 

1332 Knickerbocker Bidg. 
152 W. 42d St., New York City 








VALVES OF MERIT 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Factory, 917-929 S. Howard St. BALTIMORE, MD. 
New York City Sales Office 130 W. 42nd St., Room 1164 
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ing end of a stiff wire into the pipe while the trailing 
end is reeled, and feeding the working end along the 
pipe while the reeled part is rotated. 
= - > 

1,495,794. Cock or Faucet. Clifford A. Pettis, Painted 
Post, N. Y. A cock or faucet having a casing, alined pipes 
attachable thereto and attachable in communication with 
different sources of supply, heads integral with and adja 
cent the inner ends of said pipes, valves for which the 
outer ends of said pipes constitute seats, stems detach- 


3 


(hot JT ca) 
— I ay 
- “ 





1,495,794. 


ably carrying and extending from said valves through 
said pipes and said heads, enlargements at the inner 
ends of said rods, expansive springs on said stems abut 
ting said heads and said enlargements to urge seating 
of the valves, and an operating member having a part 
disposable intermediate said enlargements and selectively 
engageable with them to impart displacing movement to 
the valves 
* - + 

1,495,686. Soldering Iron. Raymond J. Gretz, Joliet, 
Il} A soldering tool of the class described comprising a 
sectional shank, a cylindrical head attached to one end 
of the shank to provide a soldering iron, a handle pro 
vided on the opposite end of said shank, an adjusting 





member arranged intermediate the ends of the shank for 
adjusting the sections, said head having opposite angular 
faces terminating in a forward edge, the forward edge 
being provided with a groove to provide a soldering point, 
said tool head having an opening formed therein to re- 
ceive the soldering material, and the head is provided 
with a transverse groove above said opening for splice 
soldering 
* * * 

1,495,991. Boiler Stand. Thomas H. Drynan, Sewick- 
ley, Pa In a boiler stand, a horizontally extending 
spacing member having a plurality of slots formed therein, 
all of said slots having one end thereof closer to the 
center of the spacing member than the other end, sup- 


B - ee 





1,495,991 


porting legs provided with horizontally extending portions 
co-operating with said member, and means passing 
through said slots and the horizontally extending portions 
of each of said legs for adjustably securing each leg to 
said member, substantially as described. 
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1,496,175. Water-Closet Seat. Earl W. Schafer, Chi- 
eago, Ill. In a toilet seat of the character described com- 
prising wood sections abutting each other, the combina- 
tion of a section having a plurality of relatively thin and 


deep vanes extending with gradually reduced thickness | 


in a common forward direction at the section end, the 
vanes being in planes substantially parallel to each other 
and extending in horizontal directions crosswise of the 
sections when the seat is horizontal, the vanes being 
spaced apart to provide substantially corresponding rela- 
tively deep and parallel tapering recesses between them, 
a second section having similar vanes and recesses, the 
vanes of one section interfitting with the recesses of the 
other section and vice versa whereby contiguous vanes 
overlap each other relatively deeply, the top and bottom 
vanes respectively having a rearwardly slanting front 
edge, the abutting section being undercut at the place 
where said edge abuts the same to form an interlocking 
joint, the sections when in said interfitting relation having 
a registering hole transversely through various of the 
overlapping vanes, and a pin-like member tightly fitting 
in said hole for locking the sections together 





1,496,071. 
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1,496,175 " vo" 
 1.496,708 


1,496,071. 
cago, Ill. 


Robert L 
A pipe connection comprising a lead pipe, a 


Pipe Connection. Sample, Chi 
tubular brass fitting provided with a coating of elec 
trolytically deposited tin, and a wiped soldered connection 
between said tin and said lead pipe 
* ” bal 

1,496,708. Faucet and Pipe Engaging Coupling. Chris 
Gottsch, New Hyde Park, Long Island, N. Y. 
A faucet having a neck at its inlet end externally threaded 


tian H. 


for direct reception in an internally threaded supply pipe 
whenever possible, said neck being internally threaded 
to directly receive an externally threaded supply pipe 
whenever possible, and a coupling having an internally 
threaded end of a size to directly receive said threaded 
neck if desired or to directly receive an externally threaded 
supply pipe if advisable, the other end of said coupling 
having a reduced externally threaded nipple of a_ size 
for direct reception either in said neck or in an internally 
threaded supply pipe, as occasion may require 
* * & 

Willis A. Whipple, Chicago, 
Ill., assignor to Bleadon-Dun Company, Chicago, Ill. <A 


1,496,077. Soldering Iron. 


soldering iron comprising an insulated electric heating 





Se ee 
1,496,077 =) 








element, a head and a shank, said head and shank being 
formed of a single piece of sheet metal folded over and 
enclosing said heating element within said head. 


Jos. R. Meyers, master plumber of Charlotte, N. C., 
was recently elected secretary of the Charlotte Associa- 
tion of Master Plumbers. 
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| Weil-McLain 


1. Scientific combustion 
2. Corrugated heating surfaces 
3. ‘*Back-and-forth”’ fire travel 


Write for Details 


Weil-M‘Lain Company 


Michigan City Chicago Showrooms: 
Indiana 641 W. Lake Street 
95 














The Red Top Line 


Consisting of Cleanout Fer- 
rules, Test Tees, Floor Drains, 
Base Stack Fittings, Portable 
Vise Post and Bender 
and Vise Bench handled 
by the leading jobbers 
from coast to coast. 








Q S Base Stack 
Fittings 2” and 4" 
sizes. 


QS SANITARY MANUFACTURING CO. 
411 West 5th St., Waterloo, lowa 














Headquarters for 





Small Sanitary Earthenware 


Basins Urinals Hoppers 


John Maddock & Sons 
Trenton, N. J. 











SQUARE [| GEE? 


lron é Malleable tron L= FITTINGS 


We are so proud of Square 
‘‘Gee’’ fittings that we 
stamp on each one a square 

as a means of instant 
recognition. 





THE GRABLER MANUFACTURING CO. 
| CLEVELAND, oOo. 

















8 cents for each word including heading and address. 
$2.00. One inch $4.00. Cash must accompany order. 


DOMESTIC ENGINEERING 


Count seven words for keyed address. Minimum 
Copy should reach us by Tuesday morning. 





Situations Open 


W ANT E D—SALES ge ntact 
tive for high grade sani y ware 








to ‘ ‘ 1 in the ralhaer ne «ce 
r territories fm Seg 
pi Lou i ; South 

Kar Missor oma, Ar 

} i Nort est Nebraska, 
M ‘ lo i 1, Tllinois 
Or per n l well aK 
nted h the plumbing 
Dp} abc orie need 
cy} ’otte?r ('o 

} ( irr ago 

HELP WANTED—TWO poy megs ri 
smen. one for Metropolitar Ne 
¥ r England ‘ana 
Centr tate stablished line plumb 
I ! ! ‘ pe ilties "Per- 
mat I tt bstantial in 
mie i I sta experienc 

n f tter Addres 12 “Domestic 
hor I rir 1900 Prair AY Chi 
i 7-5 
SALESMEN WANTED—EXCEPTIONAL 
opportunity open for two live sales- 
men to represent a well established 
plumbers’ Lrass manufacturer in ter 
ritor already established Iexpe- 
riences i men with reference required 
Write ¢ ne full part ulars, 129, “Do- 
mest engineering 194 Prairie Ave., 
Chicago 7-5-12 


SALESMAN WANTED—BOILER AND 


radiator manufacturer offers unusual 
opportunit to high grade _ heating 
ilesman with engineering ability St 
La bbher complete line Address 
130 Don tic Engineering,” 1900 
Prairie Ave Chicago 7-5-12 


PUMP SALESMAN—BY WELL KNOWN 
manufacturer of hand and power 
” and complete water systems. 

For hardware, implement and plumb- 

ing trade, with view to later selling 

jobbing trade. Prefer man with prac- 
tical working knowledge of pumps. 

Previous experience in buying as well 

as selling pumps would be an asset. 

Correspondence in confidence. Age pref- 

erably about 25 to 35. Address 124, 

“Domestic Engineering,” 1900 Prairie 

Ave., Chicago. 





WANTED—BOILER AND RADIATOR 

salesman to cover Harrisburg, Pa., 
and vicinity, Must be experienced in 
figuring heating work and acquainted 
with trade State salary expected 
Address 121, “Domestic Engineering,” 
1900 Prairie Ave., Chicago 


WANTED—SALESMAN TO SELL ON 


commission basis ’ jobbers of 
plumbing sup plies, scenes of the Ohio 
river Two high grade line of plumb- 
ing supplies Address 131, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago 7-5-12 


SALE SMA? TO CALI, ON PLUMBING 


supp] bher n Oh Michigan, 
Indiana Wi consir Minnesota and 
Illino except Chicago One having 
acquaintance and experience preferred, 
though not necessary By manufac- 

er or C. 7 plumbing staples and 
vend State age, experience and 
salary expected Adare ss 133, “Do- 
mestic Engineering 1900 Prairie Ave., 
Chicage 7-5-12 


SALESMEN WANTED—A REAL OP- 
portunity for real salesmen. A large, 
well established manufacturer has sev- 
eral splendid territories open. Goods 
sold to omning. hardware and elec- 
trical dealers. ommission and draw- 
ing account, exclusive territory. Sub- 
mit your record and history for early 
interview. Communications confiden- 
tial. Address Key 974, “Domestic En- 
gineering,” 1900 Prairie Ave., a 
-19. 





WANTED—ADDITIONAL SALESMEN 
TO SELL BEAVER PIPE TOOLS. 


Outside salesmen or countermen now 
Address, with 
complete information, experience and 
name of present employer, Alfred F. 


employed preferred, 


Howe, The Borden Company, Warren, 
Ohio. 


Situations Wanted 


WHO NEEDS A PLUMBER OR FORE- 


man? Know the business thoroughly 
and first-class in every respect Now 
employes but want change Addre ss 
127 Domestic Engineering,” 1900 
Prairie Ave , Chicago 6-28/7-5 


SITUATION WANTED—FIRST-CLASS 
non-union plumber and fitter wants 


teady position with growing firm. 
Pen year experience Illinois license. 
Address George Sweazy, Effingham, Ill 
7-5 

For Sale 


FOR SALE—PLUMBING AND HEAT- 
ing business in wealthy residential 
suburb of Chicago. Established six- 
teen years Office in center of busi- 
ness section on main street. Four new 
subdivisions opened recently. Steady 
and profitable jobbing business the 
year around Good future prospects. 
Entire business including two Ford 
trucks, stock, tools, furniture, fixtures, 
ete. will invoice about $5,500.00 Doing 
an annual business of approximately 
$40,000.00 which can be increased to 
$75,000.00 Reason for selling must 
leave this climate before cold weather. 
Address Key No. 119, “Domestic Engi- 

neering,” 1900 Prairie, Chicago. 
6-21-28/7-5. 


FOR SALE OR INTEREST IN FULLY 

newly equipped high-grade plumbing 
manufacturing plant in perfect 
working condition Machinery, pat- 
terns tools with complete  nickel- 
plating plant and all other equipment 
necessary for immediate manufacture 
at extraordinarils reasonable terms. 
Products regarded highly by trade. 


Kasily sold Address 132, “Domestic 
Lingineering, 1900 Prairie Ave., Chi- 
cago 7-5 


Miscellaneous 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 
559 W. Lake St., Chicago, Ill. 
PLUMBERS’ BIN LABELS 





Hadco Illustrated Bin Markers for 
Water, Gas and Steam Fittings, with 
pictures of the fittings, the sizes and 
proper names save time putting fit- 
tings away or getting out stock for 
orders, and teach your apprentice boys 
the proper names of the fittings they 
use Send for samples and prices and 
free booklet: “How to Simplify the 
Work in the Plumbing Shop.” Haddon 


Bin Label Co., Haddon Heights, N. J. 





CONTRACT SHEETS, ESTIMATE 

Blanks, Job Tickets, Illustrated Let- 
ter Heads, etc., for plumbers. Large or 
small lots, reasonable; prompt delivery. 
Samples with delivered prices free. 
Fink & Sons Co., School Bldg., Laurel 
Springs, N. J. 


Government Proposals 


TREASURY DEPARTMENT, SUPER- 

vising Architect's Office, Washington, 
D. C., June 17, 1924.—Sealed Proposals 
will be opened in this office at 3 p. m., 
July 10, 1924, for a New Coal Room 
and changes in heating system in the 
J. S. Post Office at Martinsburg, W. Va. 
Drawing and specifications may be ob- 
tained from this office or at the office 
of the Custodian, Martinsburg, W. Va., 
in the discretion of the Supervising 
Architect Jas. A. Wetmore, Acting 
Supervising Architect 


TREASURY DEPARTMENT, SUPER- 

Vising Architect's Office, Washington, 
Dp. C., June 20, 1924.—Sealed Proposals 
will be opened in this office at 3 p. m.,, 
July 11, 1924, for removing the present 
boiler, ete., and furnishing and install- 
ing one horizontal smokeless fire-box 
heating boiler, ete, at the United 
States Post Office, Pontiac, Mich. 
Drawings and specifications may be 
obtained from the Custodian, U. S. 
Post Office, Pontiac, Mich., or from 
this office in the discretion of the 
Supervising Architect. Jas. A. Wet- 
more, Acting Supervising Architect. 


Books for Your Trade Library 
PRACTICAL Mpraons OF SEWAGE 
DISPOSAL. H. N. Ogden and H. 
B. Cleveland. overs in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 6%x8% in. 1823 pages 
Cloth. Price, $1.60. 
QUESTIONS saND ANSWERS ON THE 
PRACTICE AND EORY OF 
STEAM AND HOT WATER HEATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, Gealin a, 
and briefly with the different phases 
of Steam and Hot Water Heating, 
Vacuum and Vapor Heating, Acceler- 
ated Hot Water Heating an Pipe Fit- 
ting in reo with mesrigeretins 
Plants. A valuable work for the heat- 
{ng man. Covers all the points on 
these subjects he should be familiar 
with. Size, ia. fi.80 ppenee. 160 pages. 
Price, postpaid, 1.5 


MERCHANDISING _ THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc. o matter how large or 
small your business, you need this 
book. Size, 4%x 6% en ad 100 
pages. Price, postpaid, $1.5 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A 
Fink. Outlines a simple meth of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, eed 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size 4%x6% in. 1328 
pages. Cloth. Price, $1.0 


Books Sent Parcel Post Prepaid 





Domestic Engineering 
1900 Prairie Avenue, Chicago 
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It’s Guts That Count 


Permanent dependability is built in- 
to the mechanical make-up of evers 
LEADER outfit. 

That fact has earned untold profits for hun- 
dreds of dealers, 


Every outfit sold becomes a quiet, depend- OUTFIT FIG. 500 
able booster for the dealer who installed it. (DEEP WELL) 
OuTFit Fic. 400 


Whatever the requirements may be, you will find a suitable size in the complete 
(SHALLOW WELL) LEADER line. 


The LEADER line of Water Systems includes complete outfits for both shallow 
and deep well, and are fully guaranteed. 


Write for Catalog and Name of Nearest Distributor. 





OUTFIT FIG. 493 OUTFIT FIG. 42 


silane - an; P - _ 
OUTFIT FIG 95 OUTFIT FIG 100 
} } 
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THE LEADER-TRAHERN COMPANY, DECATUR, ILLINOIS 


NEW YORK Plants: Decatur and Rockford, Illinois DECATUR, ILL. 


PATENTED 





: i. SAB Kinin 


es te 
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The Stinson Equalizing Valve 


A valve designed to prevent water hammer and Stock sizes: 114" size —for 14"to 2” pipe 21,” 


any reaction in the water supply system and if size—for 2” to 4” pipe. Jn ordering send rough 
properly installed is guaranteed to completely re- sketch of piping in basement and I will advise | 
move any vibration in same. you the proper place to install valve 


WRITE FOR CIRCULAR . 
ROBERT STINSON 216 Market Street PITTSBURGH, PA. 


|HARTMAN INGOT METAL COMPANY 
SMELTERS and REFINERS 


Producers of the highest grade Ingot Brass and Bronzes 
Specializing in Ingots for Manufacturers of Plumbing and Heating Brass Goods 


2511-35 W. 21st Street CHICAGO Phone: Lawndale 0827 


























GOOD SERVICE, PAYS tisthehardest thing in the world to find and 


the cheapest thing in the world when found. 


Use the Classified Department of “Domestic Engineering’ to get What You Want 
You will find ita SERVICE THAT SERVES. 

















Mention Domestic ENGINEERING when writing advertisers. 
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What Makes 
a Good Tank? XN 


It is the knowing how to design and construct 
& tank that will give good, long, honest, dr 
pendable service year in and year out with 
out a hiteh 
Caldwell Steel Tanks are the result. Engi 
neers designed them according to approved 
enginsering principles. A company with over 
thirty years of tank building experience pro- 
duces them 
Caldwell Steel Tanks are made of the finest 
steel and carefully riveted eo that there's no 
chance for breaks or leaks 
These are but a few of Caldwell character 
intice which contribute to the significance of 
our slogan —"“The Tank With a Reputation 
Send for Catalog 
Ww. E. Caldwell Co. 
neorporated 
sses Brook St. 
Louleville, me 
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TANKS 
TOWERS 











Lucky Strike Bevelled 
Bibb Washers 


@ 3 > 


The rubber-asbestos compound from which 
Lucky Strike Bevelled Bibb Washers are made 
will stand up in service for either hot or cold 
water which makes it unnecessary to keep a 
louble stock Like all Lavelle Products, ‘*The 
never disappoint.” Packed 100 in a box wall 
sizes from \% to |! inch 


Your jobber can supply you 


Lavelle Rubber Company 
413-421 N. Franklin St. CHICAGO 





FRANCE 


The Blauveit Universal ? 
Angie Lead Roof Flange 

vpique among roof 
“le s, because @ genuine 
stuffing-bozr is incorp« 
rated. It iseasy to nstal 
fits any angle of roof. It 
is practical and giveslon« 
servire 

















Write for literature 
and prices 





“Serene” 
Syphon Jet 
“SERENE” Syphon Jet 
is presented as the attain- 
ment of perfection in the 
construction of closets of 
the better « lass 
Quiet, powerful, 
stealthy syphonic action 
characterizes the 
“SERENE” Jet 
Ask your jobber for it. 
Made of “CASTEX” Whitest 
Vitreous China 








CH ICACO POTTE RY co. 


1924-40 CLYBOURN. AVE. CHICACO. ILL. 


Mention Domestic ENGINEERIN 
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Buyers Directory 





ASBESTOS PRODUCTS 
johns-Manville, Inc., New York 


National-Acme Sales Co.,, New 
York City 

National Asbestos Mfg. Co., Jersey 
cit N. J 


AUGERs, 
Rapid Spring Co 
BATHROOM ACCESSORIES 
in Enameled Products Co., 
Chicago 
Beaton & Cadwell Mfg. Co., New 
ritair Conn 


CLOSET 
Pittsburgh 


i ges raiss (o., Bridgeport, 
\ Buren Mfg. Co., Stur- 
M 
Mfg. Co., John M., Nauga 
1.18., Watertown, N.Y 
BATH TUBS, ENAMELED IRON 
‘ i cr, 
M (o., Pittsburg 
! Mf. ¢ Pittsburgt 
BENCHES, PIPE, PORT ABL nd 
M & Sor H. P., Owensbore 
BENDERS, PIPE 
M \ or H. P., Owensboro, 
P ing. Co., Reading, Pa 


BE NDING SPRINGS 


k 1 ring ('o Pittsburg) 
BENDS, CLOSET 
( ind str & St ialty Co 
I I ( B rtown, Pa 
I Mfg. ('o.. Kenosha, Wis 
y i Mf (‘o Detroit 

I 1 Fd Mfg. Co., Ir 

I Va 

r 1 ‘ of A a, Lint 1 

a 

awe 

M loch Co., Thos., Trer 


BLADES, HACK SAW 


n Bro In Middletown, 
y 

BOILERS, GAS 

Heater & Mfg. Co., Clev 


BOILERS, HEATING, HOT 
WATER AND STEAM 
ndrot bro Port Chester, N.Y 














I es rp \ York 
Rad ‘ New York 
1 Heate & Mfg. Co., TI 
‘ ind, O 
turnhar Boiler Corp., Irvington 
Y 
nental Heater Corp., Dun- 
} N Y 
| Bo rs Co., Wa ukegan Il 
Lideerwood ( , New 
( iH ‘ Bos n 
Hi j rs New York 
Hi > l x es Joliet 
Iho ( ‘ cago 
s Mall b i 1c Chicage 
H ‘ Utica, N.Y 
Ik ‘ Kewan Il 
1 bi-Looy I itor « 
1 t Pa 
I «o., \ Hl... New York 
A J I «(‘o., New 
I ‘ New York 
it W d, Mass 
I ite Corp LD 
BOILERS, HEATING, HoT 
VATER. AND STEAM, 
MAGAZINE FERED 
Rav ‘ New Yorl 
( t \ | Co New 
Yor 
Hert t B r Chica 
i Butler & I ! Mfg. Corp 
Vv Yo 
Vay iH ‘ | I nd 
nd 
Veil-McLain « (‘hicago 
Wilks Mfg. «« Chicago 
BOWLS, WATER CLOSET 
Chi go Vottery Co., Chicago 
tr T (4 { i 
Douglas Co Jol Cincinnati 
Kalamazoo Sar Mfg. Co., Kala- 
1700, Micl 
K ler Co., Kohler, Wis 
Mad k & Sons John, Trenton, 
Mad Sons Co Thomas, 





rrenton, N J 
Standard San. Mfg. Co Pittsburgh. 
Zwermann Co., Robinson, I 


G when writing advertisers. 








BRACKETS OR HANGERS, 
KADIATORS 

American Radiator Co., Buffalo 
Carty & Moore Eng. Co., Detroit 
Gleockle, Jr., A. F., Rochester, N.Y 
Grinnell Co., Providence, R. I 
Healy-Ruff Co., Minneapolis, Minn. 
Smith Co., H. B., Westfield, Mass 
United States HKadiator Corpora- 

tion, Detroit 


BRACKETS, SINK 


Kastern Fdy. Co Boyertown, Pa 

Illinois Malleable Iron Co., Chicago 

Richmond Fdy. & Mfg. Co., Ine 
Richmond, Va 

Riverside Foundry & Galy Co., 
Kalamazoo, Mich 

Sanitary ‘ pansy of America, 
Linfleld, Pa 

\\ gels & Sor D. PD. Detroit 

BKASS GOODs, GAS 

Central Brass Mfg. Co., Cleveland. 

‘ ine €o., ©} zo 

Hayvdenville Co., Haydenville, Mass 

Mueller Co Decatur, Ill 


United Brass Mfg. Co., Cleveland 
BKASS GOODS, STEAM 
American Radiator Co., Buffalo 


Capitol Brass Works, Detroit 
(‘rane Co Chicago 
Detroit Lubricator Co Detroit 


Fulton Co., The Knoxville, Tenn 

Haydenville Co., Haydenville, Mass 

Jenkins Bros., New York 

Kennedy Valve Mfg. Co., Elmira, 
N. Y 

Ohio Brass Co 

Penberthy 


BRASS GOODS, WATER 
Capitol Brass Works, Detroit 


Mansfield, © 


Injector Co., Detroit 


Central Brass Mfg. Co., Cleveland 
Crane Co., Chicago 
Haydenville Co., Haydenville, Mass 


Jenkins Bros., New York 
nnedy Valve Mfg. Co 
y 


Elmira, 


N 

Morency-Van Buren Mfg. Co., Stur 
gis, Mich 

Mueller Co., Decatur, Ill 

Ohio Brass Co., Mansfield, O 

Penberthy Injector Co., Detroit 

Stebbins Mfg. Co k., Springfield 
Mass 

Trenton Brass and Machine Co., 


rrentor N. J 
Union Brass & Metal Mfg. Co., St 


Paul 
ited Brass Mfg. Co., Cleveland 
erine irass Worl Grand 
1 Micl 





Iward-Wanger Co Philadel 


BURNERS, 
General Bollers Co., Waukegan, Ul 
Hlinois Malleable Iron Co., Chicago 
Kewanee Boiler Co., Kewanee, Ill 
Wilks Mfg. Co., S. Chicago 


CABINETS, BATHROOM 


GARBAGE 


\ rican Enameled Products Co 
( gO 

Mia Cabinet Cx Middletown, O 

CATCH BASINS, ACID PROOF 

Duriron Co., Ine., Dayton, O 
CATCH BASINS, CAST ERON 

‘ pound Inj. & Spec. Co., Chi 
ix 

Eastern Fdy. Co Boyertown Pa 

Illinois Malleable [ron Co., Chicago 


Wade Iron San. Mfg. Co., Chicago 





CEMENT, TRON AND PIPE 
JOINT 
so ns-Many Ine New York 
utland Fire Clay Co., Rutland, Vt 
Smooth-Onr Mix. Co Jersey City 
CHAINS, PLUMBERS’ 
Bead Chain Mfg. Co Bridgeport 
Cont 
Russell Mfg. ¢ John M., Nauga 
tuch Cont 
CLEANING COMPOUNDS 
‘ amberlain Pittsburg! 
Porcela-Radax Co New Brighton 
Pa 


Rutland Fire Clay Co 


CLEAN-OUTS, 


Rutland, Vt 
CAST TRON 


Blake Specialt “o., Rock Island, 
ll 

Compound tin & Specialty Co 
Chicag , 

Eastern Fdy. Co., Boyertown, Pa 

Estabrook’s Sons, R So. Boston 


Greenwood Mfg. Co., Detroit 

Hilton Brass Foundry, Hilton, N. J 

Phoenix Brass Fdy., Irvington, N. J 

Richmond Fdy. & Mfg. Co Inc 
Richmond, Va 

Sanitary Company f America 


Linfield, Pa 


idea 
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COCKS, BALL Sanitary Company of America, 
rican Pin Co., Waterbury, Linfield, Pa. 
Conn e : ‘ : Street & Kent Mfg. Co., Chicago, Ill. 
irtin Valve Co., A. F., Medford, | Wade Iron San. Mfg. Co., Chicago. 
ae , DRAINS, REFRIGERATOR 
Douglas Co,, John, Cincinnati : 
Frost Mfg. Co., Kenosha, Wis Klake Specialty Co., Rock Island, 
Haydenville Co., Haydenville, Mass, | | III. i ; sia as 
linois Malleable Iron Co., Chicago, | Compound Inj, & Spec.’ Co., Chi- 
McShane Bell Fdy. Co., Baltimore cago, . ' . 
Morency-Van Buren Mfg. Co., Stur- | astern Fdy. Co., Boyertown, Pa, 
gis, Mich Greenwood Mfg. Co., Detroit. 
Mueller Co., Decatur, Il Richmond Fdy. & Mfg. Co., Ince., 
Phoenix Brass Fdy., Irvington, N.J.] |. Richmond, Va ’ 
Republic Brass Co., Cleveland. R verside cheap A & Galy co 
erwood Brass Works, Detroit _ Kalamazoo 
nion Brass & Metal Mfg. Co., St. Sanitary Company of America 
Paul. Linfield, Pa 
in Arnam Mfg. Co., Ft. Wayne, DRAINS, ROOF 
- Sneed Wares Cen Josam Mfg. Co., Michigan City, 
\\ ass orks, ran Ind 
' ee DRAINS, SHOWER 
\\ ‘ ‘ o., hilade 
phia Itlake Specialty Co., Rock Island, 
_ . = il 
COCKS, GAUGE Compound Inj. & Spec. Co., Chi 
ipitol Brass Works, Detroit cago 
‘ 7 a - astern Fdy. (¢ Boyertown, Pa 
COMPOUNDS, BOILER SEALING | ¢:).¢nwood Mfg. Co.. Detroit 
Tohns-Manville, Ine New York. Hilton Brass Fondry, Hilton, N. J 
ooth-On Mfg. Co., Jersey City, | Phoenix Brass Fdy., Irvir on, N. J 
N. ¢ Richmond Fdy & Mfg. ¢ Inc 
x Laboratories, New York Richmond, Va 
_ Litary Company of Al rica 
CONDUIT, UNDERGROUND Linfield, Pa 
i Wil Co., Cleveland, reet & Kent Mfg. Co., Chicago, I 
Speakman Co., Wilmington, Del 


COOLERS, 
Douglas Co., John, Cine 
Mueller Co,., Decatur, Ill 
Puro Sanitary Drinking Fountain Co, 

Haydenville, Mass 
laylor Halsey, 


WATER 


innat 


Warren, © 


COUPLINGS, RANGE BOILER 
Haydenville Co., Haydenville, Mass. 
Kiverside Boiler Wks., Inc., Cam- 


bridge, Mass 
tebbins Mfg. Co., E., Springfield, 
Mass 
St. Paul Welding & Mfg. Co., St. 
Paul, Minn 
COUPLINGS, UNION 
Capitol Brass Works, Detroit. 
Crane Co., Chicago. 
Illinois Malleable Lron Co.,, Chicago, 


Fulloch Mtg. Corp., New York 
Woodward-Wanger Co., Philadel 
phta, 


COVERING, BOILER AND PIPE 

Johns-Manville, Ine., New York 

National Asbestos Mfg. Co., Jersey 
City, N. J. 


Rutland Fire Clay Co., Rutland, Vt. 
CURTAINS, SHOWER BATH 
Sanitary Bath Curtain Mfg. Co., 

New York 
CUTTERS, PIPE 


Armstrong Bros. Tool Co., 
Armstrong Mfg. Co., 
Conn 
Borden Co., 
Crown Die & 


Chicago, 
Bridgeport, 


Warren, O 


Tool Co., Chicago 


Duriron Co., Ine., Dayton, O 
Greenfield Tap & Die Corp. 
Greenfield, Mass 


Nye Tool & Mach. Works, Chicago, 
Toledo Pipe Cfhreading Machine 
Co., Toledo, O 


Woodward 
phia 


DOORS, SHOWER BATH 


Wanger “o., Philadel- 





Crist & Schilken Co., Ine Pitts- 
burgh. 
DRAIN BOAKDS 
rrageser Stean Copper Wks., 
John, New York 
Van Arnam Mfg. Co. Ft. Wayne, 
Ind 
DRKAINERS, CELL AR 
Braender Drainer Co., N 
astern Fdy. Co., Boyertown, Pa 
Haydenville Co., Haydenville, Mass 
Kemp Mfg. Co., C. M., Baltimore. 


Penberthy Injector 


DKAINS, FLOOR, 


Duriron Co., Ine., 


Co., 


Detroit. 


ACID PROOF 


Dayton, 0 


DRAINS, FLOOR AND GARAGE 

Blake Specialty Co., Rock Island, 
ill 

Compound Inj. & Specialty Co., 


Chicago, 


Crampton-Farley Brass Co., Kan- 
sas City, Mo 
Douglas Co., John, Cincinnati. 


Eastern Fdy. Co Boyertown, Pa, 

Greenwood Mfg. Co., Detroit. 

Josam Mfg. Co., Michigan City, Ind. 

Richmond Fdy & Mfg. Co., Inc., 
Richmond, Va. 





ELECTRIC LIGHT AND POWER 
PLANTS 

Delco Light Co Dayton, O 
Kohler Co., Kohler, Wis 


FANS, EXHAUST, ACID-PROOF 

Duriron Co., Dayton, 0. 
FAUCETS, LAUNDRY TRAY 

\« e Brass Work Detroit 

‘ yitol Brass Works, Detroit 


Haye Mfg. Co., Erie, Pa 
Street & Kent Mfg. Co., Chicago, Hl 
Union Brass & Metal Mfg. Co., 
St. Paul, Minn 
FERRULES, BRASS 


Douglas Co., John, Cincinnati 
Haydenville Co., Haydenville, Mass 
Hilton Brass Foundry, Hilton, N. J 
Mueller Co., Decatur, IL 
Phoenix Brass Fdy., Irvington, N. J 


Russell Mfg. Co., John, Naugatuck 
Conn. 
FERRULES, IRON 
Kastern Fdy. Co., Boyertown, Pa 


Illinois Malleable Iron Co., Chicago 


Richmond Fdy. & Mfg. Co., Ine., 
Richmond, Va 

Sanitary Co. of America, Linfield 
Pa 


FERRULES, LEAD 


Kagle-Picher Lead Co., Cincinnati 
Raymond Lead Works, Chicago 
FILTERS, WATER, PRESSURE 
Graver Corp., kK. Chicago, Ind 
FITTINGS, LEAD 
Raymond Lead Works, Chicago. 
FITTINGS, PIPE, BRASS 
Crane Co Chicago. 
Haydenville Co., Haydenville, Mass 
Jones-McKee, Ine., New York, 
McRae & Roberts Co., Detroit 
Mueller Co Decatur, Tl 
Street & Kent Mfg. Co., Chicago, Ill 


rulloch Mfg. Corp., 

Walworth Mfg. Co., 

Wolverine Br 
Rapids, Mich 


FITTINGS, PIPE, MALLEABLE 
Crane Co., Chicago 

Grabler Mfg. Co., Cleveland 
Grinnell Co., Providence, R. I 
Illinois Malleable tron Co., Chicago. 
Kennedy Valve Mfg. Elmira, 


New York City 
Boston 


iss Works, Grand 


Cé.; 
N. ¥ 
Walwortl 
FLANGES, 


Mfg. Co 
CLOSET, 
HOKN 
Mfg. Co., 
Mfg. Co., 


joston. 


SHORT 


Detroit. 
Columbus, O 


ROOF 
Bangor, Me, 
Tiffin, O 
apolis. 
York City 


Greenwood 
Groeniger 

FLANGES, 
Acme Mfg. Co., 
Bullard Specialty Co., 
Butler Mfg. Co., Minne 
DuBois Co., F. N., New 


Eagle-Picher Lead Co., Cincinnati. 

Hi rier Mfg. Co., Cincinnati. 

Hessler Co., H. E., Syracuse, N. Y. 

Midland Metal Mfg. Co., Kansas 
City, Mo 


Works, Chicago 
Chicago. 


Raymond Lead 


Simplex Mfg. Co., 


Mention ,Domestic 





is impossible, 
varies according to the size of the plant and its daily output 
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Operation of any plant, mill, mine or factory, without taking water into consideration 


Pumps and Working Heads are demonstrating in hundreds of installa 


tions that they are not only absolutely dependable but by their new 


standard of service are reducing water costs to a minimum 
styles and sizes for a wide range of service a> 
there is a MYERS SELF-OILING POWER PUMP that will satis | YERS 

factorily meet your individual requirements » ce 


Dealers, ask for infor mation and price. 


ERS 4 BRO.CO.Ashliand Ohio 


PUMP AND HAY TOOL WORKS — 

















The FE Rey 


— ASHLAND 


r — 


Ma le mn 
Little doubt but that 


| 4 
t/q 


Catalog on request 


| 
| nav YOR 
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BRASS GOODS 


There is one chief reason why a jobber 


handles United 


puted quality makes them 


UNITED BRASS MFG. 
3844 Hamilton Avenue 





their undis 


sasy to sell. 


products 


COMPANY 
Cleveland, Ohio 


Its consumption for manufacturing processes, sanitary and other purposes 
Myers Self-Oiling Power 


=) 


nanec nt 











All Kinds- 
All Sizes 


Equipped with Armstrong 
Bros. Improved Knife Blade 
made from 


ALLOY TOOL. STEE 


Cutter Wheels 


Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 


Write for free 
catalog 


L 


ARMSTRONG BROS. TOOL CO. 


323 N. Francisco Ave. 


. Chicago, U. S. A. 
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temperature 
any type of 
system 


formity of 
Operates on 
oil heating 


Write today for complete detail 





coal, gas or 


"MUNNEAPOLIS 
Heat REGuLaToR Cm 
2801-4th Ave.,So., Minneapolis, Minn. 
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> . 
The Thermos Bottle Principle oats daa 

M ; ‘rost Mfg. ¢ Kenosha, Wis 

Applied to Heating Systems ite. Co., Kencste, Wie 

r Caug olun Co., 

One of three simple fittings that en- rs 
able us to apply the Thermos Bortle M 
Principle to heating systems, keeping FOUNTAINS, DRINKING 
the radiators hot long after the fire in 4 Brass Works, Detroit 
the boiler is banked. Not only is the anes ae othe ela 
O-E “3inr” System efficient,economi- . ' 
caland flexible to meet conditions,but 
the expense of installation is nominal 


Works, Grand 


as compared with results. 
Send for Booklet ‘‘A”’ <n ne 
O-E SPECIALTY MFG. CO. 
10 Keefe Avenue 


Milwaukee, Wisc., U.S.A Fa 
“Mare 








FRAMES, LAUNDRY TE 


D. D., Detr 


. SINK 
D> 


A line of fully guaranteed PKAMES, 
quality products, priced WGRUMES ALY aan 


° . yew k, N J 
ton & I vert Mfg. Co De- 
to meet competition ve oe 
Asbestos Joint Runners and Asbestos “ecnaiapiid “F Pavia: Waiieacinmca TE 
pr sf ialties Brass a nd R ubber GAs LIGHTERS FOR WATER 
Specialties Fipe Nipples BEATERS 


n-Murphy Co Detroit 
GASKETS, ASBESTOS 
Manvil Inc., New York. 
Wolve he oagag sae 5 — Grand 
NATIONAL ACME SALES CO. Rapids, Mich 


405 Park Row Bldg 15 P: rk Row GASOLINE STORAGE SYSTEMS 
id 2 Goulds Mfg. Co., Seneca Falls, N. Y, 
NEW YORK CITY Ki v n & Bro, L. O., New York 


reser Steam Copper Works, J., 


Sold Only Through Jobbers. Exclusive 


Territories Open for Representatives. 





Pee eT? Le LLL Lb LLL i Sally 


OSS Se eT ee hd 


ew York. 
GAUGES, STEAM AND 


. segemaracn, ALTITUDE 
| For Close Roughing “Tonawanda, N.Y. 


ronawanda, ! ° 
Capitol Brass Works, Detroit. 


No.260 VANARCO “cosaur SEAT 


| 
GAUGES, WATER 
° Beaton & Cadwell Mfg. Co., New 
Britain, Conn 
principle, and provides suffi- oo poe Works, “oo - 
Jetroit subricator Co., etroit. 
clent offset where the con- Ohio Brass Co., Mansfield, O. 


ventional pattern cannot be Penberthy Injector Co., Detroit 


Balances on the “teeter’ 


Penn Engineering Co., Philadelphia 


GENERATORS, STEAM 
Wilks Mfg. Co., S. Chicago. 
HANGERS, PIPE 
VanArCo Wood se on & Cadwell Mfg. Co., New 
Tanks and Seats ath, —. agen mata 
, op &€ ibcockK Co., evelanc. 
are quailty goods Crane Co Chicago 
Grinnell Co., Providence, R. I 
Illinois Malleable Iron Co., Chicago. 
Van Arnaim Mfé. Co.. enn Engineering Co., Philadelphia. 
iverside Fdry. & Galv. Co., Kala- 
M.Wayne. indiana pubes, nlibn 
iverine Brass Works, Grand 
Rapids, Mich. 


used. A boon to plumbers for 
close roughing jobs. 





HEATERS, GARAGE 


can Radiator Co., Buffalo 
Mfe. “'o Ss. Chicago 





HEATERS, WATER COAL 
ndroth Bre Port Chester, N. Y. 
itor Co., New York 
Corp., Irvington, 


RIVERSIDE 


GALVANIZED 
CAST IRON SYPHONS 


Represent the highest standard 
of workmanship and quality of ma- 
terial. 

We make a complete line of all 
styles and sizes, including cross bars 
and levers. 

Catalog 9 illustrates and describes 
the Riverside Line—write for it. 


Abram, Philadelphia. 
igerwood Co., New 


eater Mfg. Co Boston 
Boil ‘o., Chicago 
ill Iron Co., Chics 
erCo., Utica 
Kewanee, Ill. 
H., New York 
erce Mfg. Corp., 


ert er 
sM ible 
' it 


or Co., New York 
Westfield, Mass 
Radiator Corpora- 


Riverside 
Foundry & Galvanizing Co. 


500 Harrison St. Kalamazoo, Mich. 


‘hicago 
S. Chicago 
HEATERS, WATER, COAL, 
BRASS COIL 


Cleghorn Co., Boston, Mass. 


Meee Lee el lle 


Mention Domestic ENGINEERING when writing advertisers. 





HEATERS, WATER, KEROSENE 
| ter H 





HEATERS, WATER, GAS 
Behringer Sheet Metal Wks., Inc 
E., Newark, N. J 
EverHot Heater Co., Detroit 
neva Heate ‘ Geneva, Il 
H ‘ ‘o., Cleveland 
4 0 Mik hy 


HEATERS, WATER, INDIRECT 


t S 


Hf ( 


Ke, 


Ma 


| Hotstr 1 Heater Co., Cleveland 


HEATERS, WATER, STEAM 
American Dist t Stea Co., No 
fonawa I 


Excelso Specialty 


c ks. Buffalo 


Hotstream Heat o., Cleveland. 
il Applian (o., New York 


HEATERS, WATER, STORAGE, 
COAL 
Wilks Mfg. Co., 8., Chicago 


HEATERS, WATER, STORAGE, 

iAS 

Christian Electrical Corp., Detroit. 
Mfg. Co., Monrovia, 


EverHot eate . Detroit 

Goodman Automatic Water Heater 
Co., Inc., Brooklyn 

Koil-Les Heater Co., Geneva, IIL 

Riverside Boiler Wks., Cambridge, 
Mass 

HEATING SPECIALTIES, HOT 

WATER 

American Radiator Co., Buffalo 

Bishop & Babcock Co., Clevel 

Fulton Co., The, Knoxville, 

Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 

Powers Regulator Co., Chicago 
teading Heater & Supply Co 
Reading, Pa 

United States Radiator Corpora- 
tion, Detroit. 

HEATING SPECIALTIES, STEAM 

American Radiator Co., Buffalo. 

Bishop & Babcock Co., Cleveland. 

Crane Co., Chicago. 

Dunham Co., C. A., Chicago. 

Fulton Co., The, Knoxville, Tenn. 

Hoffman Specialty Co., Inc., New 
York City. 

Johns-Manville, Ine., New York. 

Lytton Mfg. Corp., Franklin, Va 

Minneapolis Heat Regulator Co., 
Minneapolis, Minn. 

O-E Specialty Mfg. Co., Milwaukee. 

Sterling Eng. Co., Milwaukee. 

United States Radiator Corpora- 
tion, Detroit. 


HEATING SPECIALTIES, 
VACUUM AND VAPOR 
American District Steam Co., No. 

Tonawanda, N. Y. 
American Radiator Co., Buffalo. 
Bishop & Babcock Co., Cleveland. 
Dunham Co., C. A., Chicago. 
Fulton Co., The, Knoxville, Tenn 
Hoffman Specialty Co., Inc., New 
York City. 
O-F Specialty Mfg. Co., Milwaukee, 
Penberthy Injector Co., Detroit 
Sterling Eng. Co., Milwaukee 
Trane Co., La Crosse, Wis 
United States Radiator Corpora 
tion, Detroit. 


HINGES, TOILET SEAT 


Grand Haven Brass Fdy., Grand 
Haven, Mich 


HUMIDITY CONTROL 


Fulton Co., The, Knoxville, Tenn 
Powers Regulator Co., Chicago 


HYDRANTS 
Haydenville Co., Haydenville, Mass 
Illinois Malleable Iron Co., Chicago 
Kemp Mfg. Co., C. M., Baltimore 
Mueller Co., Decatur, Ill 
Vogel Co., Jos. A., Wilmington, Del 


INGOT METAL 
Curtis Bay Copper & Iron Wks., 
Baltimore, Md 
Hartman Ingot Metal Co., Chicago 


INJECTORS 


Braender Drainer Co., New Yorl 
Penberthy Injector Co., Detroit 
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And We Have Lived Up To Them Every Day 


‘ 
PRESIDENT. 


Syerklot Heater Company 


206 West Woodbridge Street —~ Detroit, Michigan 
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SERVICE~ 


is the real test by which a heating 
boiler should be measured. 





Our line ‘of boilers and radiators 
has been known the country over 
for many years, and the fact that 
each year shows an increasing de- 
mand proves that they give Service. 


In supplying these boilers and 
radiators to the heating contractor 
we are co-operating with him in 
giving heating Service. 


Our Catalog Describes Various Sizes. 


THE H. B. SMITH COMPANY 


Pioneer Manufacturers of Cast 
Iron Steam and Water Boilers. 


WESTFIELD, MASS., 57 Main Street 
BOSTON, 640 Main Street, Cambridge, Mass. 
NEW YORK,N. Y., 10 E. 39th Street 
PHILADELPHIA, PA., 17th and Arch Streets 
CLEVELAND, 1108 Webster Ave., S. E. 


HOLBROOK, MERRILL & STETSON, * 
Sen Francisco, Calif., Pacific Coast Representatives 
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Buyers’ Dire ctory 





INSERTS, CONCRETE PIPE 
irinnell Co., Providence, R. I 
Oslund Specialty Co., St. Paul, 

inn 
JOINTS, EXPANSION 
Badger & Sons Co., E. B., Boston. 


LAVATORIES, ENAMELED 
IRON 


‘rane Co., Chicago 

Jones Hollow Ware Co., Baltimore. 

Kohler Co., Kohler, Wis 

Richmond Radiator Co., New York 

Standard San. Mfg. Co., Pittsburgh 
S. Sanitary Mfg. Co., Pittsburgh 
LAVATORIES, PORCELAIN 
oodbridge Ceramic Corp., Wood- 
bridge a 





LAY ATORIES, —- S CHINA | 
rane Co., C 


. Cincinnati 
Co., Thomas 





Standard San. } ute Co., Pittsburgh 
LEAD FOR PLUMBERS 
F.N Dubels Co. Inc., Ne w York 
Eagle-Picher Lead Co., Cincinnati 
Raymond Lead etn Chicago. 
LEGS, LAU y+ TRAY 
Eastern Fdy. Co., Boyertown, Pa 
linois Malleable Iron Co., Chicago 





d Fdy. & Mfg Oo... Inc 
Ri ond, Va 
Rive Fdry. & Galv. Co., Kala- 
7 Mi bh 
San Company of America 
L eld, Pa 
LEGS, SINK 
Fastern Fdy. Co., Boyertown, Pa 
Illinois Malleable Iron Co., Chicago 
R mond Fdy. & Mfg. Co Inc 
Richmond, Va. 


Sanitary Company of America, 
Linfield, Pa. 


LEVERS, ~My VALVE 
Cc 1 Valve Co F., Medford 
Sens 
Frost Mfg. Co., Kenosha, Wis 
nix Brass Fdy., Irvington, N. J 


—_ ID SOAP DISPENSERS 
t 1 Brass Mfg. Co., Chicago 


MIXERS, SHOWER BATH 
Douglas Co., John, Cincinnati 
Haines, Jones & Cadbury Co 

PI adelphia 





Hoffmann & 
Milwaukee ° 
perial Brass Mfg. C« Chicago 

Milwaukee Flush Valve Co., Mil- 


Billings Mfg. Co., 


Morency-Van Buren Mfg. Co., Stur- 
gis, Mict 


Powers Regulator Co., Chicago 
Speakman Co., Wilmington, Del 
Street & Kent Mfg. Co., Chicago, I] 
MOTORS, ELECTRIC 
Century Electric Co., St. Louis, Mo 
NIPPLES, nt — GUT 
National-Acme F Soe.. New 


York City 
Pabst Co Fred, Milwaukee. 
United Mfg. Co., Inc., Brooklyn, 
N. ¥ 
i mage gag TOILET 
Wels Mfg. Co., H., Atchison, Kan 


PIPE CUTTING AND THREAD- 
ING MACHINES, PORTABLE 
Armstrong Mfg. Co., Bridgeport, 
Conn 

Borden Co., Warren, O 

Curtis & Curtis Co., 
Conn 

Toledo Pipe Threading Machine Co., 
Toledo, O 

Williams Tool Corp., Erie, Pa 

PIPE CUTTING AND THREAD- 

ING MACHINERY 

Armstrong Mfg. Co., Bridgeport, 
Conn 

Bignall & Keeler Mc 
wardsville, Ill 

Curtis & Curtis Co., 
Conn. 

jreenfield Tap & Die Corp., Green- 
fleld, Mass. 

Williams Too! Corp., Erie, Pa. 


PIPE HOOKS AND STRAPS 
Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 
Wolverine Brass 
Rapids, Mich. 


PIPE AND FITTINGS, ACID 
PROOF 


Bridgeport, 


h. Works, Ed- 


Bridgeport, 


Works, Grand 


Duriron Co., Dayton, O. 
PIPE AND FITTINGS, SOIL, 
CAST N 
\bendroth Bros., Port Chester, N. Y. 


‘entral Foundry Co., New York. 
uriron Co., Inc., Dayton, O. 


Eastern Fdy. Co., Boyertown, Pa 

Haines Jones & Cadbury Cx 
Philadelphia. 

Hammond-Byrd Iron Co., Birming 








D.. Mount Holly 


S Lansdale, Pa 


Co. of New York 





Richmond Fdy. & Mfg. Co., Inc., 
Richmond, Va 


Sale: Brass & Iron Mfg Co., 
Bridgeton, N. J 

Sanitary Company f A rica 
T ; Pa 

s ery Iron W s r 
N. J 

Walworth Mfg. Co. Bost 


Weiskittel & Son «< \ Ralt 


more. 


PIPE, BRASS, COPPER, NICKEI 





Amer an Brass C¢ Waterbury 
Conn 

Bridg Brass Co., Bridgeport 
Conr 

Chase Metal Wks., Waterbury, Conn 

Rome Brass & Copper Co., Romé« 
» = 


PIPE, WROUGHT IRON 
Reading Iron Co., Reading, Pa 
PIPE, WROUGHT STEEL 

ru ; Pittsburgh. 


wr Sheet & Tube Co 
rstown. O 





PLATES, FLOOR AND CEILING 


Bea & Cadwell Mfg. Co., New 
Rr ain. Conr 

| Beaton & Corbin Mfg. Co., Soutt 
gtor Conn 

‘ a Coa cy? ag’ 

Crabler Mfg. Co Cleveland 

Penn Engineering Co., Philadelphia 

Wolverine Brass Works, Grand 





Rapids, Mich 


( 
4 Brass Works, Det t 
Capitol Rrass W s, Detroit 
Ce 1 Rraae Mfg for Cleveland 
i re Fa ‘ 4 cago 
Cl land | tet Ass Mfg Co., Cleve- 


Eastern Fay. Co., Boyertown, Pa 








Curtis B Copper & Iron Works 
Dp las C Tohn. Cinctanat 
Hair Tones & Cadbury Co., 
Philadelphia 
| Haydenville Co., Haydenville, Mass 
Hays Mfx ; Erle, Pa 
Hud B } Brooklyn 
M Ras & ‘ Detroit 
MeShar Tidy. Co., Baltimore 
Morency-\ an B “n Mfg. Co., Stur 
gis, Mich. 
Mueller Co., Decatur, Il 
Phoenix Brass Fdy., Irvington, N. J 
—— blic Brass Co., Cleveland 
berts Brass Mfg. Co., Detroit 
RD an & Co., J. J.. Chicago. 
Speakman Co., Wilmington, Del 
Standard San. Mfg. Co., Pittsburgh 
Stebbins Mfg. Co., E Springfield 
Mass 


Street & Kent Mfg. Co., Chicag, TH. 


Union Brass & Metal Mfg. Co., St 
Paul, Minn 


Co., Cleveland 
Works, Grand 





Woodward-Wanger Co 
phia 
PLUMBERS’ BRASS GOODS, 
TUBULAR 
American Pin Co., 


Philadel- 


Waterbury 





1 Sanitary Mfg. Co., Abing 
don, Tl. 

Bridgeport Brass Co 
Conn 

Frost Mfg. Co, Kenosha, Wis 

Mueller Co., Decatur, IL. 

Speakman Co., Wilmington, Del 

Waterbury Mfg. Co Waterbury 
Conn 

Wise Co., Inc., J.B., Watertown, N.Y 

Wolverine Brass Works, Grand 
Rapids, Mich 

Woodward-Wanger Co., 


phia 
POSTS, PIPE VISE 
Penn Eng. Co., Reading, Pa 


PRICE GUIDES, PLUMBING 
AND HEATING 


Beebe & Saunders, Rochester. 
PUMP JACKS, ELECTRIC 
Cullman Wheel Co., Chicago. 


Bridgeport 


Philadel- 




















One advan- 
tage of the 


Warnock 
Wrench 


is its adaptability. Can be used on any job. Is 
especially desirable for Nickel-plated piping, because it | 
will not slip or scratch. 

Endorsed by all plumbers who have used it 





WARNOCK MFG. CO. | 


WORCESTER MASS. | 
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Ask Your Jobber | 
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Fresh Running Water 
with no operating expense 


Here's a proposition many plumbing contractors 7 
overlook, Why sell electric pumps when there is a 
better piece of equipment availab'e that will give 
better service? The Rife Hydraulic Ram pumps 








fresh running water with no cost of operation. 
Quiet, durable and requires no maintenance or 
attention after installation 


Rife Hydraulic Engine Mfg. Co. 

90 West Street, New York City 

Com plete 

illustrated 
onl free 

on request. 





‘ALWAYS RELIABLE’’ 


Coil Gasoline Furnaces 


No. 13 Bulb and No. 14 
Pump 


ASK FOR CIRCULAR ILLUSTRATING 
AND DESCRIBING THESE ARTICLES 


Introducing Two New _ 


Jobbers furnish at factory prices 


OTTO BERNZ CO., INC. 


NEWARK,N. J. Established 1876 


Manufacturers of “ALWAYS RELIABLE” 
furnaces, torches and plumbers’ tools 





COVERED BY 
SEVERAL PATENTS 


Easy to Sell and 
Easy to Install 


Kaustine Super Septic Tanks (new patented design) are 
made of Armco Iron coated with Hermastic Enamel and 
guaranteed for 20 years. They sell easily in unsewered 
districts because they are easy to install and provide 6 abso- 
lutely sanitary sewage disposal at low cost 


Wrtte your Jobber or us for Booklet No. 206 and discount 


KAUSTINE CO., Inc. 
Mfrs. and Sanitation Engineers, Buffalo, N. ¥ 
Sales Offices, Principal Cities 
Canadian Office and Factory, Dundas, Ont. 


Also Mfrs. of Kaustine Standard Waterless Totlets,. 
Waterless Toilets, and Kaustine Septic Tanks 


Kaus une Enameled Iron 





Sold and /nstalled 7 
ofd and installed Septic Tanks 


Mention Domestic ENGINEERING when writing advertisers. 
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, BUY 0:B VALVES 


oD Mm s-VA's RY ba 
built to stand 
thehea strains 


Mi DTT 


Brass @ 


Ohio, USA 


Wad @) sy 1) 


) 
nwa Mansfield, 


New York City Chicago Philadelphia 
Los Angeles —Seattle—Portland —— San Francisco 








nicer a 


100% Acid- Proof 


Drain Pipe and Fittings 
Long Sink Traps 

Sinks, Sink and Tank Outlets 
Josam-Duriron Floor Drains 


Always stocked at New York, Dayton and San Francisco 


z% DURIRON COMPA: 




















DAYTON: OHIO 
| RADIA TOR HANGER © [7)) 
TT 


_ USE "EM Ver! 
2" PIPE 
mementienli 





Enables you to install radiators 
| and get final estimate before 
floors are finished. No accurate 
placing of anchor bolts required | 








Hangers have both lateral and vertical 
bolt 





adjustments One per hanger 


See Your Agent or Write Us. 


HEALY-RUFF CO. 


560 Plymouth Bldg., Minneapolis, Minn 








1000 Island House 





Rest and play in the heart of Alexandria Bay amidst 
sixty miles of picturesque islands, with the waters of 
the old Saint Lawrence cooling their shores. The 1000 
Island House offers spacious modern accommodations to 
more than a thousand guests. Golf, swim, canoe, fish, 
hunt, and go motor-boating in the scenic grandeur of 
the 1000 Islands. 


Write for illustrated booklet, road maps and rates. 


WM. H. WARBURTON, Proprietor 


“In the Venice Alexandria Bay 
of America’”’ New York 
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Mint pol Mint SLEEVES, FLOOR AND CEILING 
M r Co Decatur, Tl Beaton & Cadwell Mfg. Co., New 
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I i Stat Radiator Corpora Bea Corbin Mfg. Co., South 
> ID ro n rar a 
REGULATORS, TEMPERATURE SOL DER 
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SOFTENERS, WATER TANKS, SEPTIC =i 
» Pump & Mfg. Co Dayton, | ¢ 1 I t Corp, Syrac ‘ 
o ) | « \ ‘ | I ( us Ind 
aver Corp., E. Chicago, Ind | Kk tine 1 Buffalo, N. ¥ A Beans 
nite Co., Omaha, Nebr |} Richmond Engineering Co., Rich LL 
\ —_ 
SOLDERING FLUXES 
Co., Inc., Alex R., Hud- TANKS, STORAGE, STEEL 
N. ¥ ‘ \ W. E., Louisy K 
SOLVENTS, SEWER AND see ' ; _ si 
DRAIN PIPE feraiein i deci: a ean 
Heal Chemical Co... Resslle, | Graver Corp. BE. Chicago, Ind. There’s an Aldrich Pump for Every Service 
< | Kewar ‘ r ce Cewaner ! 
berlain Co., Pittsburgh. Koven & Bro, L. O., New York Write for Catalogue. 
fercules Chemical Co., New York I ! I n ¢ 1) tur Ill 
Kutland Fire Clay Co., Rutland, Vt N ty St | Wor Bal DEPT. 1 
SPRINKLER HEADS | Richmond Engineering Co, Rich THE ALDRICH PUMP CO. 
, Sprinkle ‘o ostor mond, \ nent - 
a ee Set Trageset Copper Work ALLENTOWN, PA. 
STALLS, URINAL ase cone i Yor é Sales Agencies in Principal Cities 
ne Co Chicago Wi Mfg ri lohr / 
1 Mfg. Co., H., Atehison, Kan ) es " 
STANDS, FORTARLE, VISE PCs MIL SMa SHIT 
wn Die & Tool Co., Chicago TANKS, STORAGE, WOOD Fy 
M tin & Son Hl. P., Owensboro, |] Caldwell C W. i., Louisvill Ky. H B ll J - = 
Ky t 
coals alee iene anna Ball Joint 
STANDS, RANGE BOILER American Radiator Co., Buffalo ° = 
tern Fdy. Co., Boyertown, Pa B p & Babcock Co,, ¢ veland z ipe anger = 
hmond Fdy. & Mfg. Co Inc., | Multon rt Knoxvill Vent S — 
Ric nond, Va +H tre ; Heater ue ( leveland = 
nitary Company of America fin eapolis i , R gulator Co 2 Guaranteed Strongest Made 
Lintield, n eat ‘ ' = 
UR’ « el Sons Co ) yetrolt Power Regulator ¢ ‘ v4 = “ . or . 
a Ae en ee me As : = The “Ball Joint’ Pipe Hanger 
ES ANS Sas TOWERS, STEEL AND WOOD Z swings in any direction, Pipe can 
: one aoe — ' eraaa sean Caldwell ¢ W. E., Louisville, Ky 3 be adjusted higher or lower without 
rmstrong Mtg Oo, sridgeport, “ . . 2 
ane Graver Corp.,, BE. Chicago, Ind = removing hanger. 
Bignall & Keeler Mch, Works, = ‘ S 
PAwardaville, Oi TRAPS, ACID PROOF = Made of malleable iron. = 
Borden Co Warren Oo Duriron (« Irn Daytor oO 3 = 
nowe Di & Tool ¢ ° Chicago. Write for “‘Our Silent Salesman’’ = 
cir ntiele ip é rhe Corp = 
Greenfield aaa : sits TRAPS, ANTI-SIPHON = % é g 
fort 6 Mack: Wetkin Chianti. LAmecican Pin Gu, Weieroey, i The Penn Engineering Co. = 
I kk Pipe I viding Machin Cont o = 
Co.. Toledo, Ohio American Sanit ry Manufacturing 3 No. 1 312 Cherry Street, Philadelphia, Pa. 3 
ae j Pevste Peter Toca Co Cine ine th, ganna 
] ! hel tric Machin Co Des] 1 moor I i \ ' Chicago 
Moines, La Richmond I & Mfg. ¢ ; 
Richmond Va 
TANKS, CLOSET, COMPOSITION | sanitary Company of America 
(‘ov & Delany Co Brooklyn... Lint ! Pa 
Heap & Sons, Wm., Grand Haven Street & Kent Mig. Co., C1 is it aas 
Mic} W nit Ss. Wiatertowr 2 
Wolverine Ihr Wor Grane 
TANKS, CLOSET, ENAMELED avide Sic) 
IKON achat 
er ee, eee Flush Valves for use in combination with 
Jones Hollow Ware Co., Baltimore, PRAPS, BACK WATER all styles of bowls for all classes of 
Kohler Co. Kohler, Win, Blake Specialty Co. Rock Istand service to operate under low or high 
‘ trad san cK. co sbure 
U.S. Sanitary Mfg. Co., Pittsburgh. | Compound Inj. & Specialty Co pressure water supply. 
TANKS, CLOSET, VITREOUS | Crampton Fat Brass Co., Kat Water Closets for every type or class of 
CHINA sas City, M service. 
‘ go Potter Co Chicage Greenwood Mt Co Detrolt : 
Crane Co,, Chicage Iinois Malleable ron Co., Chicago Frost Proof Closets. Direct flush or after 
Douglas Co., John, Cincinnati Wade tron in. Mfg. Co., Chicag shi 
idock’s Sons Co rhomas, ushing. 
Trenton, N. J TRAPS. BRASS - 
tundard San. Mfg. Co., Pittsburgh t » BRAS! Write for catalog. 
Awermann Co., Robinson, Ill American Pin Co., Waterbury 
‘ ne 
TANKS, CLOSET, WOOD American Sanitary Mts. Company, ene 
Pca ampere rerican Saal Philip Haas Co., Dayton, O. 
i. tead-Thomson Mfg. Co., New] Bridgeport Ira Co Bridgeport 
Itritain, Conn 








Cleveland 
sha, Wi 
Mass 


ndard Tank & Seat Co,, Cam 
len, N. J 
















Van Arnam Mfg. Co., Ft. Wayne, ! — 
nd Hilton, N J —_ 
TANKS, EXPANSION ine Brace Works, Grand FITS ANY 
etrol tange Boiler & Stee ar- Rapids, Mich 
- Sage + erg tis . seed ignonwans Wanger Co, Philadel ANGLE ROOF 
G ; kK. Chicago, Ind phia. 
x LO. New York, The Overton Roof Flash- 


eam Boiler Wks., Balti- s — ; ‘ i ‘ 
TRAPS, CAST IRON ing makes a joint both air 


I’ ‘ g(‘o., Philadelphia Blake Specialty Co., Rock Island, . 
Rivecic Gelar Works, tue,| and watertight, on any roof 
3 lige Mass Compound Inj & Specialty Co 


from flat to half pitch. 


Copper Works, Chicago 











I oe a eg i il Adjusts itself readily without turn- 

; Va ee ae Se ing or twisting. Adaptable both to 
Lrichmonse i . . 

TANKS, PNEUMATIC Riverside Fdry. & Galv, Co., Kala standard and extra heavy soil pipe. 














Corp., E. Chicago, Ind mazoo, Mich ° . 
Cowanea tipller Co. Mewanes, (| Sanitary Company of America, ' Approved by plumbing inspectors 
Leader-Trahern Co., Decatur, Il. Linfield, Pa \% Pitch everywhere. 
; Ity Stear Hoiler Works, 
Baltimore = ss TRAPS. CATCH BASIN Manufactured by 
I ond Engineering Co., Rich- ’ . . 
—*. we” | Cramptoa-¥ irley Brass Co,, Kan Butler Manufacturing Company 
Mfg. Co S. Chicago is City, Mo 
Wood. sktu Co., eee Tenses! Basteen Bas Co., Boyertown, Pa Minneapolis, Minn. 
cken, Pa Iestabrook's Sons, R., So. Boston 
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Midland Roof Flashing 


ALL LEAD (Patented) ONE PIECE 


Base is heavier than four pound 
sheet lead and larger than usual, 
permitting two rows of shingles 
to cover upper part. No soldered 
joints to leak. 
Heavy ring round inside top of 
neck for calking, instead of out- 
side, as on old-style flashings. 
This permits them to nest to- 
eer closely, saves space and packing expense. 
he Midland Angle Flashing will fit any pitch of roof. 


Write for circulars and prices. 


Midland Metal Manufacturing Co. 


De TUM e Heute LL 








Kaneas City 
Missouri 


eve thie tT ii) eimiiiiilemiiliie tii tiie iii it 








g HE. DINVABANAUAELACIEAOVAELADUEUN ACU ADUELELD EDLC SUAL EN UETN ALAC NED EDA UEDE EOC PONE ESATO 
: Gerstein 


Cisternand Riveted 
Pressure Boilers 


can be described in one 


word 





Everlasting 


They not only /ast but give continuous, satisfactory 
service. ; A 
Made in any size, pressure or capacity desired. 





Write for details 


Gerstein Bros. & Cooper 
Coppersmiths 


1-3 W. Third Street So. Boston, Mass. 
RTT e Un SMe ML ¢ MLL LLL sHHNTHUN 


.-V. B. 


Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 


Sturgis - - Michigan 


CUTE E 
Pe IU UUM COUT UU LUSH LU e LLU of 04 



































GREASE AND GRIEF 


Grease is all right in its proper place, but 
when it gets mixed with water and into 
the drain pipes and sewers, there’s no end 
of trouble. 


An Estabrook Grease Trap 
will do away with all the annoyance and 
expense coincident with greasy water. In- 
tended for tol A 4 + allaet. A .7 
of brick work depends on depth of trap. 
Send for catalog 


R. ESTABROOK’S SONS 
ist and C Streets 
SOUTH BOSTON, MASS. 
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Illinois Malleable Lron Co., Chicago 





Richmond Fdy. & Mfg. Co., Inc., 
Richmond, 4 
r Co. of America, Linfield, 
pP 

Wade Iron San. Mfg. Co., Chicago. 

TRAPS, DRUM 
Bilal Specialty Co., Rock Island, 
( pound Inj. & Specialty Co., 
co 

Eag P er Lead Co., Cincinnati. 

Eastern Fdy. Co., Boyertown, Pa. 

Greenwood Mfg. Co Detroit 

Raymond Lead Works, Chicago 

Richmond Fdy. & Mfg. Co., Inc., 
lich: nd, Va 

R Foundry & Galv. Co., 

4 1z00. Mict 

Sanitar Company of America, 
Linfield, Pa 

Ww ron San. Mfg. Co., Chicago. 


TRAPS, GREASE 


‘ in Inj. & Specialty Co., 
‘ igo 
I ! o Son R., So. Boston. 
Koven & Bro., L. O New York. 
Mars! 3. L Los Angeles, Cal 
Raymond Lead Works, Chicago. 
Street & Kent Mfg. Co., Chicago, Il 
Wade Iron San. Mfg. Co., Chicago. 
TRAPS, LEAD 
Du Bois Co., Inc., F. N., New York 
Eagle-Picher Lead Co., Cincinnati. 
Raymond Lead Works, Chicago. 


TRAPS, RADIATOR AND STEAM 
American District Steam Co., No. 
fonawanda, N. Y. 
tabcock Co., 
Chicago 
Dunham Co., C. A,, 


Cleveland. 


Chicago 








Fulton Co., The, Knoxville, Tenn. 
H nan Specialty Co., Inc., New 
City 
Tohns-Manville, Inc., New York. 
I.ytton Mfg. Corp., Franklin, Va 
Milwaukee, 


O-E Specialty Mfg. Co., 
> ng Eng. Co., Milwaukee 


TRAPS, SAND 


Eastern Fdy. ¢ Boyertown, Pa. 
Rict ond Fdy. & Mfg. Co., Inc., 
Richmond, Va 
Sanitary Company of America, 
Linfield A 
TRKAPS, STEAM 
Hoffman Specialty Co., Inc., New 
York City. 
on Mfg. Co., New York 
TRAPS, STEAM, RETURN 
Bishop & Babcock Co., Cleveland. 
Dunham Co., C. A., Chicago 
Fulton Co., The, Knoxville, Tenn 
Hoffman Specialty Co., Inc., New 
York City 
Lytton Mfg. Corp Franklin, Va. 


O-E Specialty Mfg. Co., Milwaukee. 
Sterling Eng. Co., Milwaukee, Wis 
Trane ¢o., La Crosse, Wis 


TRAPS, VACUUM 


Bishop & Babcock Co., Cleveland. 
(rane Co., Chicago. 

Dunham Co., C. A., Chicago 
Fulton Co., The, Knoxville, Tenn 
Hoffman Specialty Co., Inc., New 


York City. 
O-E Specialty Mfg. Co., Milwaukee, 
Penberthy Injector Co., Detroit 
Sterling Eng. Co., Milwaukee, Wis. 
Trane Co., La Crosse, Wis. 


TRAYS, LAUNDRY 


Douglas Co., John, Cincinnati. 
Kohler Co., Kohler, Wis. 
Standard San. Mfg. Co., Pittsburgh. 
U. 8S. Sanitary Mfg. Co., Pittsburgh. 
Wesely Co., Chas., Chicago 
Wessels & Sons Co., D. D., Detroit. 
TRUCKS, MOTOR 
Ford Motor Co., Detroit. 
TUBES, SEAMLESS, BRASS, 
COPPER, NICKEL 


American Brass Co., Waterbury, 


Conn 
Bridgeport Brass Co., Bridgeport, 
Conn. 


Chase Metal Wks., Waterbury, Conn, 
Rome Brass & Copper Co., Rome, 
N. ¥ 


UNIONS, BRASS 
Crane Co., Chicago. 
McRae & Roberts Co., Detroit. 
Tulloch Mfg. Corp., New York. 
Walworth Mfg. Co., Boston. 
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UNIONS, IRON 
Crane Co., Chicago. 
Grabler Mfg. Co., Cleveland. 
Illinois Malleable Iron Co., Chicago. 
Tulloch Mfg. Corp., New York. 
Walworth Mfg. Co., Boston. 


URINALS 
Crane Co., Chicago. 
Douglas Co., John, Cincinnati. 
Imperial Brass Mfg. Co., Ciuicago. 
Kohler Co., Kohler, Wis 
Maddock & Sons, John, Trenton 
Standard San. Mfg. Co., Pittsburgh 


VALVES, 
Duriron Co., 
VALVES, ANGLE, BRASS 
ercian Radiator Co., Buffalo. 
Capitol Brass Works, Detroit. 
Crane Co., Chicago. 
Lubricator Co., 


ACID PROOF 


Inc., Dayton, O 


Arr 


Detroit Detroit. 
Haydenville Co., Haydenville, Mass 
Hoffman Specialty Co., Inc., New 
York City. 
Jenkins Bros., New York City. 
Kennedy Valve Mfg. Co., Elmira, 
ns me 
Brass Co., Mansfield, O. 


hy Injector Co., Detroit. 
Mfg. Co., Detroit. 
States Radiator Corpora- 
Detroit. 
Mfg. Co., 


VALVES, BOILER FEEDER 
Nason Mfg. Co., New York. 


VALVES, FLUSH, WATER 
CLOSET, METER TYPE 
Beaton & Mfg. Co., 
Britain 
Douglas 
Haas Co., 
Hedges & 
Imperial 





tion, 
Walworth 


Boston, Mass 


Cadwell New 
Conn 

Co., John, Cincinnati. 
Philip, Dayton, O. 
Bro., Newark, N. J. 

Brass Mfg. Co., Chicago 


Keating Valve Co., Inc., Spring- 
field, Mass. 
Morency-Van 3uren Mfg. Co., 


Sturgis, Mich 
Sloan Valve Co., 


VALVES, FLUSHING, WATER 
CLOSET 


Chicago. 


Chicago. 
Co., A. F., 


Crane Co., 

Curtin Valve 
Mass 

Frost Mfg. Co., Kenosha, Wis. 

McShane Bell Fdry. Co., Baltimore. 

Morency-Van Buren Mfg. Co., 
Sturgis, Mich 

Phoenix Brass Fdy., Irvington,N. J. 


Medford, 


tepublic Brass Co., Cleveland. 

Wolverine Brass Works, Grand 
Rapids, Mich 

Woodward-Wanger Co., Philadel- 
phia. 


VALVES, GATE, BRASS 
Capitol Brass Works, Detroit. 
Central Brass Mfg. Co., Cleveland. 
Commonwealth Brass Corp., De- 

troit. 
Crane Co,., Chicago. 
Detroit Lubricator Co., Detroit. 
Grady Brass Co., Inc., Mansfield, Pa, 
Jenkins Bros., New York. 
Kennedy Valve Mfg. Co., Elmira, 
N.. ¥. 
Ohio Brass Co., 
Penberthy Injector Co., Detroit. 
Scott Valve Mfg. Co., Detroit. 
Walworth Mfg. Co., Boston. 


VALVES, GATE, IRON BODY 

Crane Co., Chicago. 

Kennedy Valve Mfg. Co., 
N.Y 


Mansfield, O. 


Elmira, 


—. Zt, 
Scott Valve Mfg. Co., Detroit. 
Walworth Mfg. Co., Boston. 


VALVES, GLOBE, BRASS 
American Radiator Co., Buffalo. 
Central Brass Mfg. Co., Cleveland. 
Commonwealth Brass Corp., De- 

troit. 
Crane Co., Chicago. 
Detroit Lubricator Co., Detroit. 
Fulton Co., The, Knoxville, Tenn. 
Grady BrassCo., Inc., Mansfield, Pa. 
Haydenville Co., Haydenville, Mass. 
Jenkins Bros., New York. 
Jones-McKee, Inc., New York. 
Kennedy Valve Mfg. Co., Elmira, 
Ne Ee 
Ohio Brass Co., Mansfield, O. 
Scott Valve Mfg. Co., Detroit. 
United Brass Mfg. Co., Cleveland. 
Walworth Mfg. Co., Boston. 


VALVES, GLOBE, IRON BODY 

Crane Co., Chicago. 

Kennedy Valve Mfg. Co., Elmira, 
i SS 


Scott Valve Mfg. Co., Detroit. 
Walworth Mfg. Co., Boston. 
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VALVES, PRESSURE REDUCING 
AND REGULATING 


American District Steam Co., No 

Tonawanda, N. Y. 

tishop & Babcock Co., Cleveland. 
Crane Co., Chicago. 

ilton Co., The, Knoxville, Tenn 
Mueller Co., Decatur, 


VALVES, PRESSURE RELIEF 
Neptune Meter Co., New York 
tt Valve Mfg. Co., Detroit 


VALVES, RADIATOR 
American Radiator Co., Buffalo 
Bishop & Babcock Co., Cleveland 
Capitol Brass Works, Detroit. 
Commonwealth Brass Corp., De 
troit. 

Crane Co., Chicago 

Detroit Lubricator Co., Detroit. 

Dole Valve Co., Chicago. 

Dunham Co., C. A., Chicago, 

Gorton & Lidgerwood Co., New 
York. 

Hammond Brass Wks., Hammond, 
Ind 

Hoffman Specialty Co., Inc., New 
York City. 

Jenkins Bros., New York 

Kennedy Valve Mfg. Co., Elmira, 
N. Y. 

Kinsey & Mahler Co., Peoria, II 

O-E Specialty Mfg. Co., Milwaukee. 

Ohio Brass Co., Mansfield, O. 

Penn Engineering Co., Philadelphia. 

Scott Valve Mfg. Co., Detroit. 

Sherwood Brass Works, Detroit. 

Sterling Eng. Co., Milwaukee. 

Trane Co., La Crosse, Wis. 

United States Radiator Corpora 
tion, Detroit. 


VALVES, RADIATOR, AIR 
American Radiator Co., New York. 
Beaton & Cadwell Mfg. Co., New 

Britain, Conn. 
jeaton & Corbin Mfg. Co., South- 

ington, Conn. 

Bishop & Babcock Co., Cleveland. 

Crane Co., Chicago 

Dole Valve Co., Chicago 

Fulton Co., The, Knoxville, Tenn 

Hoffman Speci alty Co., Inc., New 
York City. 

Tenkins Bros., New York 

O-E Specialty Mfg. Co., Milwaukee. 

Penn Engineering Co., Philadelphia. 

Sterling Eng. Co., Milwaukee. 

Trane Co., La Crosse, Wis. 

United States Radiator Corpota- 
tion, Detroit. 

Waterbury Mfg. Co., Waterbury 

Conn, 


VALVES, RADIATOR, AIR, 
AUTOMATIC 

American Radiator Co., New York 

Beaton & Cadwell Mfg. Co., New 
Britain, Conn. 

Beaton & Corbin Mfg. Co., South- 
ington, Conn 

Bishop & Babcock Co., Cleveland. 

Dole Valve Co., Chicago. 

Fulton Co., The, Knoxville, Tenn 

Hoffman Specialty Co., Inc., New 
York City. 

O-E Specialty Mfg. Co., Milwaukee. 

Penn Engineering Co., Philadelphia. 

United States Radiator Corpora- 
tion, Detroit 

Waterbury Mfg. Co., Waterbury, 
Conn. 


VALVES, RKADIATOR, GRAD- 
UATED, MODULATING 
American District Steam Co., No 

Tonawanda, N. Y. 
American Radiator Co., Buffalo. 
Bishop & Babcock Co., Cleveland. 
Commonwealth Brass Corp., De- 
troit, Mich. 
Crane Co., Chicago 
Detroit Lubricator Co., Detroit. 
Dole Valve Co., Chicago. 
Dunham Co., C. A. Chicago 
Fulton Co., The, Knoxville, Tenn. 
Gorton & Lidgerwood Co., New 
York. 
Hoffman Specialty Co., Inc., New 
York City. 
O-E Specialty Mfg. Co., Milwaukee. 
Ohio Brass Co., Mansfield, O. 
Sterling Eng. Co., Milwaukee. 
United States Radiator Corpora- 
tion, Detroit. 


VALVES, RADIATOR, PACKLESS 


American Radiator Co., Buffalo. 

Bishop & Babcock Co., Cleveland. 

Commonwealth Brass Corp., De- 
troit, Mich. 

Trane Co., La Crosse, Wis. 

Detroit Lubricator Co., Detroit. 

Dole Valve Co,, Chicago. 





Dunham Co < \ Chicago 
Fulton Co., The, Knoxville, Tenn. 
Gorton & Lidgerwood Co New 
York. 

Imperial Brass Mfg. Co Chicago 
O-kE Specialty Mfg. Co., Milwaukee 
Ohio Brass Co Mansfield, O 
Sterling Eng. Co., Milwaukee, Wis 


United States Radiator Corpora- 
tion, Detroit 


VALVES, STEAM 





Bishop & Babcock Co., Cleveland 

Capitol Brass Works, Detroit 

Commonwealtt Brass Corp D> 
troit, Mict 

Crane Co., Chicago. 

Dole Valve Co Chicago 

Fulton Co., The, Knoxville, Tenn, 

Haydenville Co., Haydenville, Mass 

Hoffman Specialty Co Inc New 
York City 

Jenkins Bros., New York. 

Johns-Manville, Inc., New York 

Kennedy Valve Mfg. Co Elmira 
Mm. Be 

Kinsey & Mahler Co., Peoria, Il 

O-E Specialty Mfg. Co., Milwaukes 


Ohio Brass Co., Mansfield, O 
Penberthy Injector Co., Detroit 
Scott Valve Mfg. Co., Detroit 
VALVE-t INIONS 
Nason Mfg. Co New York 


VAPOR AND VACUUM HEAT- 
ING SYSTEMS 
American District Stear Co N 
Tonawanda, N. ¥ 

Bishop & Babcock Co., Cleveland 

Dunham Co., €. A, Chicago 

Hoffman Specialty Co Inc., New 
York City 

O-l Specialty Mfg. Co, Inc Mil 
waukee 

Reading Heater & Supply Co., 
Reading, Pa 

Sterling Eng. Co., Milwaukee, Wis 

Trane Co., La Crosse Wis 

Vapor Heating Co., York, Pa 

VISES, PIPE 

Armstrong Bros. Tool Co., Chicago 
Armstrong Mfg. Co Bridgeport, 
Conn 

Crown Die & Tool Co., Chicago 

Greenfield Tap & Die Corp., Green- 
field, Mass 

Nye Tool & Mch. Works, Chicago 

Toledo Pipe Threading Machine 
Co., Toledo 

Williams & Co., J. H., Brooklyn 


WASHERS 


Bell Andrew, Estate of, Newark 
WATER CLOSET COMBINA- 
TIONS 
B. O. T. Mfg. Co., Trenton, N. J 
WATER CLOSETS, AUTOMATIC 
FLUSHING 





Haas Co Philip, Dayton, O 
Sherwood Brass Works, Detroit 
Standard San. Mfg. Co., Pittsburgh 
Vogel Co., Jos. A., Wilmington, Del 


WATER yr FROST 
PR 
Haas €o iy Dayton, O 
Vogel Co., Jos. A., Wilmington, Del 


WATER SUPPLY SYSTEMS, 
PNEUMATIC 

Bishop & Babcock Co., Cleveland 

Dayton Pump & Mfg. Co., Day 

ton, O 
Decatur Pump Co., Decatur, Il. 
Delco Light Co., Dayton, O. 
Deming Co., Salem, O. 

Duro Pump & Mfg. Co., Dayton, O 
Ft. Wayne Eng. & Mfg. Co., Ft. 

Wayne, Ind. 

Goulds Mfg. Co., Seneca Falls, N.Y. 
Leader-Trahern Co., Decatur, III. 
Monarch Eng. Co., Dayton, O 

Myers & Bro. Co., F. E., Ashland, O. 
National Waterlift Co., Kalamazoo, 

Mich. 

Uniflow Pump & Mfg. Co., Dayton 

Ohio. 

WRENCHES, PIPE 
Armstrong Mfg. Co., Bridgeport, 

Conn, 

Brunswick-Kroeschell Co., Chicago. 

Greenfield Tap & Die Corp., Green- 
field, Mass 

Henry & Allen, Auburn, N. Y. 

Walworth Mfg. Co., Boston. 

Williams & Co., J. H., Brooklyn. 

Woodward-Wanger Co., Philadel- 
phia, 

WRENCHES, PIPE, CHAIN 
Armstrong Bros. Tool Co., Chicago. 
Brunswick-Kroeschell Co., Chicago. 
Drop Forging Co. of New York, 

Jersey City, N. J. 

Walworth Mfg. Co., Boston. 
Williams & Co., J. H., Brooklyn. 





PORCELA 


The Bath Tub Cleaner 


Contains no grit. 

No acid. 

Keeps fixtures like new. 
Most contracting plumbers use 
Porcela and recommend it to 
their customers. 


If you haven't Porcela in stock, 
order from your jobber. Write 
us for free sample can and de- 
scriptive folder. 


PORCELA-RADAX CO. 


NFW BRIGHTON, PA 














Specify 
EAGLE 
Flanges 


Blow-holes and laminations are two defects 
that cannot always be eliminated in the 
manufacture of cast lead goods, but these 
ones are completely eliminated in 
the Eagle Drawn Lead Roof Flange. 

Eagle Roof Flanges are sinendinns to any 
pitch of Roof. 





Made exclusively by 


THE EAGLE - PICHER LEAD CO. 


Cincinnati Chicago Joplin 











Cataloged in Sweet's 














IT CAN’T BE DONE 


How can you expect to sell a 
complete plumbing and heating 
installation to a Suburban 
Home Owner if you don’t first 
sell them a Septic Tank to care 
for the waste ? 


. 

Reco SepticTanks 
Are best by test, for there is never 
a comeback. 

It is built scientifically and mechan- 
ically correct of the best materials 
obtainable. It is light in weight and 
quickly and easily installed. 

If your jobber cannot supply you, write 





Pat. Applied For 
Richmond Engineering Co. 
Richmond, Va. 

















" Thermostatic 
\_@ Radiator Trap 
mam Most Efficient 


Because It’s 


(2 Self- Cleaning 


We Also Manufacture 
Return Traps, Air Line Valves, Thermostatic 
Radiator Traps, Air Eliminators, Strainers, 
Vacuum, Condensation and Air Line Pumps 
STERLING ENGINEERING CO. 
Mil k in 


» Wi 
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Hot Water by Electricity 


The Most Modern and Efficient System 
Ever Invented 


Christian Electric, 
Water Heater 


The following are a few of the many reasons why every 
plumber can afford to recommend and sell the Christian 
Heater. 











It is approved by the National Board of Underwriters. 


The Heating Unit has over 500 square inches of heating 
surface. 


The Heating Element will not burn out. 


The Heating Element is directly under the tank and both 
are so insulated that all heat units are retained. 


It has direct circulation of water. 


The Christian Heater will heat water faster and more 
economically than any electric heater known. 


There are practically no service calls after installation. 
Customers are always satisfied. 

The Christian Heater is fully protected by patents. 
It is Automatic —Safe—-Economical. 


Price Range, $50 to $200. Liberal Discounts. 





A request will bring you further information. 


Christian Electrical Corporation 


1625 East Euclid Avenue 
DETROIT, MICH. 
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Woodbridge Solid Porcelain 
and the WOODROW WILSON APARTMENTS 


OODBRIDGE Solid Porcelain 

was used throughout in this 
modern, high-grade apartment job, 
because the owner, architect and 
plumbing contractor appreciated the 
permanent beauty and long life of 
solid porcelain fixtures. 


The reason for the extreme durabil- 
ity of finish of Woodbridge Solid Por- 
celain Fixtures lies in the ‘‘high fire 
glaze’’ matured at a temperature 
that would melt iron or steel. 


Thus, the finish is made part of the 
body and will not chip or peel. 
Moreover, it is impervious to the ac- 
tion of lemon juice, ink, rust, medi- 
cines, etc., which makes Wood- 
bridge Solid Porcelain Ware econ- 
omical as well as beautiful. 





Your Inquiries Are Solicited 


A-100 Lavat ry 


WOODBRIDGE CERAMIC CORPORATION 


WOODBRIDGE, NEW JERSEY 
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A New 
Feature of 


an Old Line 





ROBERTS “FREE TURNING” PACKING 


PATENTED FEBRUARY 5, 1924 


The biggest single improvement in faucet construction in recent years—is now standard 
on all Roberts lavatory, bath and sink fixtures and other compression work. Will last 
for years. 

This ‘‘free turning’’ packing consists of an outer ring of high grade steam packing rubber 
and an inner ring of high grade rubber filled cotton packing. Tightening down the nut 
the two packings compress independently upon the brass washer. This combination 
maintains uniformly distributed pressure against the valve stem, making same positively 
leak-proof. 

The outer ring forms the seal between the nut and body and has the required elasticity 
necessary to allow for any desired tension on the inner packing. 


When you have once tried the Roberts’ “Free Turning” patented packing, you will not be 
satisfied with the old style hard fibre combination, and will continue to use Roberts’ fix- 
tures which render continuous satisfactory service and build prestige for those who handle 
and install them. 

The name ROBERTS is clearly stamped on every 

piece of genuine Roberts Brass Goods. Look for it. 


THE ROBERTS Brass Mrs. Co. 


Detroit, Michigan 
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DRAIN PIPE CLEANER 


DESOLVO Profils Make Dollars Gall 


Into Your Cash Register 


A tremendous market all around you. Your 
own regular. customers, hundreds of homes, 
buildings, apartments, hundreds of clogged or 
frozen drainsand every clogged or frozen drain 
or sewer means a Desolvo sale for you. 


Easy to use, quickly effective and power- 
ful. Simply pour into clogged drain and add 
cold or hot water. Desolvo will create an 
intense, boiling solution which will dissolve 
vegetable or organic matter and ice, quickly 
and quietly. 


Attractive display container on your counter 
will nail orders for you. Get your supply today 
from your jobber. 


Quickly removes sediment, stains and 
odors from toilet bowls, etc. 





THE CHAMBERLAIN COMPANY 
Terminal Way, Pittsburgh, Pa. 


CHAMBERLAIN DESOLVO CO., Ltd. 
30 Church St., Toronto, Ont. 


op 























Discriminating Sanitary Engineers Insist That Their 
Jobbers Furnish Them 


ZWERMANN VITREOUS CHINA 
TANKS with ZECO FITTINGS 


Tank Fittings—-ZE.CO Fittings of Supply Pipe Flange, Spud 
highest quality about 60% heavier flange, 2 tank hooks; and 
than repular fittings. 2 tank brackets furnished. 


S f ¢ ; ; 
Lever ~ Rotary Cast brass. ad so vay emg say Material—Genuine two | 
lever. China handle. : er Se fire Vitreous China. 


Oe can tibe t Yat pk Sera 


Extra heavy 
cast brass 
puide 








Supply pipe heavy, an. J 4 i ree. : 
|, nealed N..P. 44 in. iron} 7” bi bests V heavy with 
| pipe size and weight. : ; WK in Yertlow tube. | 





i a SB 

B fe es oe fence’ bets rubber 

|. Ball Cock—Extra heavy pattern “Pall and overflow tube. 214 in. 

|": 8gan. iron pipe size supply. Cup , 

were vianper. Note extra heavy lock nuts and 

Elbow-—5 in.x7 in: N.P. 2 in. coupling, nuts on flush valve and 

elbow to allow for variation in Ball cock. Heavy and large 

F “pouphing-in. enough to be tightened up with 
pepe ARS oma Stillson wrench. __ 


ZWERMANN CO. 


Producers of Genuine Two Fire Vitreous China Water 
Closet Tanks and Closet Bowls 


ROBINSON ILLINOIS 
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“Can’t Be Beat for Generous Heat” 


D. & T. Equip- 
ment is a fuel 
saver. 


Cool smoke- 
pipe. 


Fuel con- 
sumedtoa 
dust. 


No clinkers 
when D. & T. 
regulator is 


used. 


Full unit of 
heat from the 
fuel. 


Fire boiler 
once a day 
when using 
anthracite 
coal. 


Over 80,000 Satisfied Users 


—, 























ene | 








The one effi- 
cient, modern 
method of hot 
water heating. 


Four points of 
safety against 
one point of 
safety in the 
other hot wat- 
er heating sys- 
tems. 


No hot water 
heating plant 
complete 
without the D. 
& T. equip- 
ment. 


Put the D. & T. on Your Hot Water Heating Plants 


Automatic damper regulation on hot water heating is fast becoming a universal practice. 


Original Tank in Basement System 
Controlling the Temperature of the Water in 
the Entire System is What Brings Results 








The Contractor 


CHICAGO 


realizes the prestige he has with a prospective customer when he specifies a complete self-regulated tank in 
basement heating system. The comfort that always follows a well installed self-regulated hot water heating 
system, as well as the economy in fuel, soon makes a real booster of your customer for you. 

The D. & T. Tank in Basement method of hot water heating is the only system on the market where t he tem- 
perature of the water in every part of the heating apparatus is controlled by the action of the automatic damper 
regulator. This is an exclusive D. & T. feature and is covered by patents. 

The automatic damper regulation on the D. & T. Tank in Basement System is operated by the expansion and 
contraction of the water in the entire system. The slightest variation in temperature in any of the radiators 
immediately causes an action of the damper regulator. The advantage of this method of regulation is found 
in the fact that circulation is maintained at an even rate and the pressure is held steady and all parts of the 
apparatus working in unison, thereby producing the maximum of comfort and economy, without depending 
on outside agents, such as thermostatic devices, electric or volatile liquid, which controls the temperature of 
the water at the hottest point of the system. 


All parts that go to make up the D. & T. equipment are manufactured, assembled and tested in our own plant 
and are sold under the manufacturers’ guaranty. 


For fourteen years the D. & T. Tank in Basement Self-Regulated System has stood the test with a constant 
growth, and today there are upwards of 100,000 plants in operation. 


Write for booklet giving full information. 


D. & T. MANUFACTURING CO. 


3001-9 LASALLE STREET, ST. LOUIS, MO. 
CLEVELAND 
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4] HEN we decided to make range 
boilers——boilers which must 
| carry on the reputation of the 
Wessels name built up in 
other fields—we investigated 
and tested and experimented with every 
type of range boiler known to the trade. 





















Then we developed the Wessels Welded 
Range Boiler because we found electric 
welding by the metallic arc process pro- 
duced a weld that is actually stronger 
than the metal itself. 


And because the name Wessels had be- 
come synonymous with quality and 
service from the plumbing trades ex- 
perience with other Wessels Products, 
the new range boiler was accepted, with- 
out question from the beginning. 


















Ask your jobber for the Wessels Welded 
Range Boiler when you order. 





D.D.WESSELS & SONS LO. 
DETROIT. MICHIGAN 






BRANCH FacTORIES 
CLEVELAND. OHIO KANSAS CITY. KAN WALKERVILLE,. ONT. 
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The Germain 
Seat 


The dominant position at- 
tained in such a brief time 
by the Germain Seat, is 
due to the fact that its 
beauty of wood, workman- 
ship and finish have never 
been equalled at the price. 
Oak or Mahogany Finish, 
any style. 


The Germain White Seat 
is covered with the best 
grade of heavy white pyra- 
lin sheets, and is not to be 
confused with the white 
enamel or “celluloid” 
sprayed or painted seats. 
The sheet pyralin is non- 
porous, of permanent white- 
ness, permitting us to offer 
every seat with a Five- 
Year Guarantee against 
breaking, splitting, peeling, 
crazing, chipping or discol- 
oring. 


The Germain 
Tank 


with its enormous strength, 
resiliency, heat and acid- 
resisting qualities, has cre- 
ated for itself an enviable 
position heretofore occupied 
exclusively by much higher 
priced tanks. 


It far eclipses composition 
tanks as you have known 
them in the past, and ap- 
peals strongly to contrac- 
tors, home builders and in- 
vestors, seeking beauty and 
durability at a moderate 
cost. 


Ask your jobber for illus- 
trated literature showing a 
series of tests successfully 
made on the Germain Tank, 
or write us direct for com- 
plete description, specifica- 
tions, prices, etc. 


GERMAIN BROTHERS COMPANY 


Farmers Bank Building, Pittsburgh, Pa. 


753 Peoples Gas Bidg., pty temend Bins . 
CATER, Gs > CHICAGO, ILL. SAN FRANCISCO,\CAL. 


405 Long Beach Bidg., 305 Prospect-Fourth Bldg., 
NEW,YORK, N. Y. 
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NAMELED Iron 


Water Closets are 
the kind you can 
install and safely for- 
get about. Absolutely 
dependable in service. 
They are always satis- 
factory, both to your 
customers and your- 


self. 


Jones Hollow Ware 
Enameled Iron pro- 
ducts have successfully 
stood the severest tests 
and usage in all classes 
of installations. 


Write for 
Complete Information 










Our entire line of Cast Iron Enameled 
Hoppers, Flat and Rol! Rim Sinks, 
Lavatories, Tanks, Urinals, Cesspools, 
Drinking Fountains, etc., are shown 
in the 1924 Domestic Engineering 
Catalog Directory, Page 224. Re- 
prints to fit T. E. B. Loose Leaf Cata- 
logues, may be had on request. 
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OW h you're home from the convention full of pep and new 
t at ideas for increasing your business, we want to remind you 

=_ that the ACME Line is a good one to keep in mind when 
you order your brass goods. 


If you've used them, you know that they are good stuff —good looking and 
well made, yet reasonably ‘priced. 


If you haven't used them, you really ought to try them on your very next 
job. You'll find they’re all we claim for them, and then some. 





Your jobber has them or will get them for you 


ACME BRASS WORKS 


DETROIT MICHIGAN 


Eastern Representative: Kessel & Muller, 150 Nassau St., New York City 
Western Representative: Howard E. Crum, Jr., 400 N. Michigan Blvd., Chicago, Ill 
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No. 814 No. 941 No. 500 
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HOUSE DRAIN, 


FOR SANITATION 


cE 





























Specifications and illustrated literature will be mailed upon request by any or all of 
the following independent and compeling makers of Cast Iron Soil Pipe and Fittings 


Haines, Jones & Cadbury Co.1! 130 Ridge Ave., Philadelphia, Pa. 
The Central Foundry Co. .41 East 42nd St., New York 
J. D. Johnson Co ; 


Abendroth Bros... . . .Port Chester, N. Y 
National F’dry Co. of N. v. Inc. 10 Sanford St., Brooklyn, N. Y. 


} , RE BEM. 3. RMU PIE SSDs oon soca sce cou wceessenaen Lansdale, ‘Pa. 

Somerville Iron Works .Somerville, N. J. Salem Brass & Iron Mfg. Co................Bridgeton, N. J. 

A. Weiskittel & Son Co  .Baltimore, Md. ee ee | Linfield, Pa. 
A-1030 
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OILERS built by Pierce have been the standard for over half 
acentury. They consume less fuel—they furnish more heat! 
Thousands of satisfied users can testify to their efficiency, and every 
heating contractor is justified in installing, with confidence, any 


Pierce Product. 


PIERCE, BUTLER & PIERCE MANUFACTURING CorpP. 


Branches in Principal Cities 


General Sales Offices—41 East 42nd Street, New York City 
“IT MUST BE A PIERCE TO BE THE‘BEST”’ 
ae Abe 
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Do You Know All The Market Places? 


Special Approval Offer 


As a reader of Domestic Engineering, we 
want you to have the opportunity of exam- 
ining this Directory without cost or obliga- 
tion; to look it over, check up and prove to 
yourself the great assistance it can be to you. 
We will send you a copy prepaid, for inspec- 
tion and approval, on receipt of your order. 
If after you give it 10 days’ trial, you decide 
to keep the book, send us your check for 
$5.00. Otherwise, you are at liberty to 
return it to us. 





VERY buyer of plumbing and heating 

supplies finds some items on his 
specifications that he does not knowwhere 
to buy. Locating the source of supply 
is one of his most difficult problems. 


Domestic Engineering Catalog Direc- 
tory gives you complete buying informa- 
tion in concrete and convenient form. 
In one volume you have a condensed 
catalog file of plumbing and heating 
products. It saves the time and trouble 
of looking up the individual catalogs or 
delay in writing for them. 


The Directory Section is so simplified in 
arrangement that any item can be located 
instantly. It gives complete listings of all 
articles used in the industry. No matter 
what else you may have, your buying 
facilities are not complete without this 


book. 


Domestic Engineering Catalog Direc- 
tory is on the desks of practically all the 
large buyers of plumbing and heating 
supplies in the country. It is in constant 
use for reference as well as a buying guide. 


Standard Catalog Size, 734” x 1054” 
1376 Pages, Price $5.00 
Bound in Keratol flexible imitation leather 


Order your copy today before the 
limited number on hand is exhausted. 


Published by 


DomeEsTIC ENGINEERING COMPANY 


Directory Department 


1900 Prairie Avenue 


CHICAGO, ILL. 
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